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Wolffs  Enameled  Iron 
Lavatories 


THIS  CATALOGUE  CONTAINS  ILLUSTRATIONS  AND 
PRICE-LISTS  OF  THE  MOST  COMPLETE  LINE  OF  ENAM- 
ELED IRON  LAVATORIES  AND  WASH  SINKS  EVER 
PRESENTED     TO     THE    TRADE. 

ALL  THE  LAVATORIES,  ETC.,  SHOWN,  TOGETHER  WITH 
THE  BRASS  AND  IRON  FITTINGS,  ARE  OF  OUR  OWN 
MANUFACTURE. 

OUR  GUARANTEE  LABEL  IS  PUT  ON  EVERY  LAVATORY, 
GUARANTEEING  THE  HIGHEST  STANDARD  OF  EXCEL- 
LENCE: IN  PRICE  THEY  ARE  NO  HIGHER  THAN  THAT 
OFTEN    CHARGED    FOR    INFERIOR    GOODS. 

FIFTY  YEARS  AGO  OUR  BUSINESS  WAS  STARTED. 
TO-DAY  WE  ARE  THE  LARGEST  INDIVIDUAL  MANU- 
FACTURERS   OK    PLUMBING    GOODS. 

WE  MANUFACTURE  IN  OUR  FACTORIES  EVERYTHING 
REQUIRED    FOR    USE    IN    HIGH    GRADE    PLUMBING   WORK. 

IN  ORDER  TO  AVOID:  DELAYS  AND  MISTAKES  GIVE 
THE  CATALOGUE  NAME  AND  NUMBER  OF  EACH  AR- 
TICLE  WHEN    SPECIFYING    OR    ORDERING. 


L.   WOLFF   M'F'G   CO. 


CHICAGO 


DENVER 


TRENTON 
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Clinton  "  in  Batteries- ■•■  85 

Columbian    Basin 70 
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Delaware  Lavatory 33-34 

"Doherty"  Self-Closing  Faucets  123 

Dover  Lavatory 35 

"Dupont"  Self  Closing  Faucets-  123 


Essex  Lavatory 38-39 

"Essex"      "       in  Batteries 86 

F 

Factory  Wash  Sinks 105-119 

Fuller  Faucets 122-125-126 

Fuller  Faucets 127-131 

G 
"Gielow"  Self  Closing  Faucets-  124 

H 

Harrison  Lavatory 29 

Hooks  and  Match  Holders-  157-158 
Hospital  Sink  and  Lavatories.  72-75 

Hudson  Lavatory 31-32 

"Hudson"     "       in  Batteries 89 

I 
Ideal  Waste 132 

Jackson  Lavatory 28 

"Jackson"       "      in  Batteries     ...85 


Kenmore  Lavatory 10-13 

L 
Leland  Lavatory 16-17 
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Madison  Lavatory 44-45 

"Madison""         in  Batteries- ■••  88 
Mixing   Chamber  120 


Newton  Lavatory 4-2 

Non-Syphoning  Traps 145 

Norman  Lavatory 18-19 

O 

Ohio  Lavatory 36-37 

"Ohio"     "       in  Batteries 84 


Prison  Lavatory- 


Range  Boilers 121 

Republic  Lavatory 104 

S 

Self-Closing  Faucets 123-124 

Sponge  Holders 152-153 

Supply  Pipes 133-135 

T 

Towel   Basket 152 

Towel  Racks 146-150 

Towel  Shelves 151 

Tumbler,    Brush  and    Comb- Holder 

154-156 

Traps,  Brass 140-145 

Traps,  Iron  Drum  139 

Traps,  Non-Syphoning 145 

W 
Wash  Sinks 105-119 


TELEGRAPHIC    CODE 

FOR  CORRESPONDENCE 


QU  ESTIONS 

Vacancy  —  How  soon  can  you  furnish ? 

Vacated  —  At  what  price  and  how  soon  can  you  furnish ? 

Vacation  —  Can   you    furnish   from   stock?   if  not,   how  long 

would  it  take? 

Vacilate  —  How  long  will  it  take  you  to  make ? 

Vacuity  —  Have  you  in  stock?  if  not  all,  how  many? 

Vagabond  —  How  many have  you  in  stock? 

Vagarious  —  Have  you  in  stock ? 

Vagary  —   How  many can  we  depend  upon? 

Vagrancy  —  Can  you  furnish  us  promptly ? 

Vainglory  —  Can  you  ship  at  once ? 

Vainness  —  When  will  you  ship  our  order? 

Valance  —  When  can  you  ship  any  part  of  our  order? 

Valedicted  —  When  will  you  complete  our  order? 

J'alentine  —  We  are  waiting  for  the ,  shall  we  ship  balance 

without  them? 

J'aliantly  — Shall  we  enter  order? 

Validation  —  Can  we  substitute? 

JTalidity  —  Have  you  sent  prices  as  requested   in  our  letter 

of  the ?     Answer. 


ANSWERS 

Wabble  —  We  can  furnish . 

Wabbling  —  We  have  in  stock. 

Wachfeuer  —  We  have  none  in  stock. 

Wadded  We  have  all  in  stock  and  can  ship  at  once. 

Wadding  -  -  We  have  all  in  stock  and  will  ship  at  once. 

Wadhook  —  We  have  the  largest  part  in  stock. 

Wadsett  —  We  have  no in  stock. 

Waeldchen  -     We  have in  stock. 

Waffner  —  We  can  ship  part  from  stock  and  balance  in  . 

Wafers  --It  will  take  us  about to  make. 

Waftage  -     Will  ship  at  once. 

Wafting  —  Will  ship  in days. 

Wafture  -     We  can  ship  immediately  on  receipt  of  order. 

Wag  -    We  cannot  furnish  these  goods  at  the  time  named. 

Wagegela  —  Will  ship  earlier  if  possible. 

Wagerer  —  We  have  no  order. 

Wagering  —  We  have  already  shipped  your  order  of  ■ . 

Wagging  —  Too  late  to  make  alteration  now. 

Waggish  —  Have  changed  order  referred  to  and  will  ship. 

Waggoner  —  Will  forward  specifications  by  mail  at  once. 

Wagtail  —  We  have  sent  price  by  mail. 


TELEGRAPHIC    CODE 

FOR  CORRESPONDENCE 


Uberous 

Ubication 

Ubiquitous 

Unbraid 

Udder 

Ugliness 

Ugly 

Ulcer 
Ulcerate 

Ulceration 

Ulterior 

Ultimatum 

Ultimity 

Ultraist 

Umbellate 

Umbilical 

Umbonate 

Umbrage 

Umbrageous 

Umbratic 

Umpirage 

Unaccorded 

Unadored 

U nailing 

Unalist 

Unalloyed 
Unanimity 

Unapt 

Unawares 

Unbaked 

I  Tnbar 
Unbecoming 

Unbeliever 

Unbending 

Unbend 

Unbolted 

Unboned 

Unbound 

Uncamp 

Un  daunt 


INSTRUCTIONS 

—  Ship  by  rail. 

—  Ship  by  boat. 

—  Ship  by  express. 

—  One  barrel. 

—  If  you  cannot  ship  at  once . 

—  Ship  what  you  have  ready  and  let  balance  follow. 

—  If  you  cannot  ship  by  the  time  named,  advise  us 

by  telegraph. 

—  Start  tracer  after. 

—  Wanted  badly;  when  will  you  ship?     Answer  by 

telegraph. 

—  Please  send  shipping  instructions. 

—  Please  answer  our  letter  (or  telegram)  of . 

—  Telegraph  to-morrow  early. 

—  Ship  the  whole  order  in  one  lot. 

—  Shipping  instructions  by  mail. 

—  Rush  shipment  of . 

—  Telegram  received  too  late  to  stop  shipment. 

—  Ship  at  once,  any  portion  of  order. 

—  Your  order  was  shipped. 

—  We  are  holding  order  for  the . 

—  Freight  rate  in  carloads,  per  100  lbs. 

—  Freight  rate  in  less  than  carloads,  per  100  lbs. 

—  Free  on  board. 

—  Will  hold  offer  open. 

—  If  you  cannot  ship  by  the  time  named,  advise  us 

by  wire. 

—  Prices  have  advanced. 

—  See  our  letter  of . 

—  Send  immediately  duplicate  of  order  of . 

—  Ship  earliest  date  possible  and  wire  what  date  it 

will  be. 

—  Don't    understand    order ;    give    better   parti- 

culars. 

—  Forward  specifications;    we   require    them   to  get 

out  material  promptly. 

—  Must  have  sketch  showing  exact  locations  of . 

—  Your    letter   received,    but    enclosure   mentioned 

missing. 

—  On  your  order  of . 

—  F.  0.  B.  Chicago. 

—  F.  O.  B.  Denver. 

—  Carload  lots. 

—  Less  than  carload  lots. 

—  Must  have  at  once. 

—  Ship  by  express  one  dozen. 

—  Ship  by  rail  one  gross. 
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L.  WOLFF  MANUFACTURING  CO. 


LAKE   STREET   WARE    HOUSE,   SHOW    ROOMS,    CHICAGO 
BRANCH,    DENVER.    COL.  FACTORY,   TRENTON,    N.    J. 
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L.  WOLFF    MANUFACTURING    COMPANY 


F-5950  — The  "Avon" 

F-5950  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Avon"  Ideal  Bowl  with  Ornamental  Apron  Cast  in  One  Piece, 
with  Enameled  all  over  Pedestal,  Nickel  Plated  Large  Diameter 
Ideal  Basin  Waste,  Nickel  Plated  special  Cast  Brass  Trap 
(F-6460)  with  Vent  and  Outlet  to  wall,  two  Nickel  Plated  No.  15 
Fuller  Faucets  with  China  Handles  and  Indexes,  and  two  Iron 
Pipe  Size  Short  Supply  Pipes  to  wall. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19x27  inches;  Bowl  11      x  1 5  inches. 
Size  of  Lavatory,  23  x  33  inches;  Bowl  1  3)4.  x  1  8  inches. 

Price,   19x27,  complete  as  described,   ----- 
Price,  23x33,  complete  as  described,   ----- 


$44.00 
49.50 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our    Guarantee     Label    is   put    on  all   of    our   Lavatories. 
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L.  WOLFF    MANUFACTURING    COMPANY 


F-5951— The   "Avon" 

"CONNECTO"    SUPPLY   AND    WASTE. 

F-5951  includes  '"Wolff's"  Enameled  Iron  Lavatory  The 
"Avon"  Ideal  Bowl  and  Ornamental  Apron  Cast  in  One  Piece 
with  Enameled  all  over  Pedestal,  Nickel  Plated  Compression 
"Connecto"  Supply  and  Waste  with  China  Indexes  and  China 
Tipped  Handles,  Nickel  Plated  special  Cast  Brass  Trap 
(F-6460)  with  Vent  and  Outlet  to  wall,  two  Iron  Pipe  Size 
Short  Supply  Pipes  to  wall. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19  x  27  inches:  Bowl,  11      x  15  inches. 

Size  of  Lavatory,  23  x  33  inches:  Bowl,  1  3/2  x  1  8  inches. 
Price,    19x27,  complete  as  described.    ------        $49.50 

Price,   3  3  x  3  3  ,  complete  as  described,    ------  55.00 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our    Guarantee      Label     is    put     on    all    of     our      Lavatories. 
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WOLFF    MANUFACTURING    COMPANY 


COMPLETE 
CATALOGUE 

is  now  in  preparation 
which  will  contain  illus- 
trations of  our  own 
make 


PLUMBING   GOODS 

of  EVERY  DESCRIPTION 


BRASS,  IRON, 

COPPER,  WOOD 

SOLID  PORCELAIN 

VITREOUS  PORCELAIN 

VITREOUS  CHINA 

GERMAN  SILVER 

ENAMELED  IRON 

DURO    METAL,    Etc. 


Bath  Tubs,   Kitchen  Sinks,  Laundry 
Tubs,  etc.,  will  be  illustrated  in  ad- 
vance catalogues  which  will  be  issued 
f;       at  intervals  until  a  complete  catalogue    The 
"Ave        can  be  sent  to  the  trade.  ;    e  Piece 

with    Enameled   all    over    Pedestal.  ted    Compression 

"Connecto"    Suo;  China 

Tipped   h  L.  WOLFF  MANUFACTURING  CO.   lrap 

(F-6460)    with   Ve  uS "Pe   Slze 


SUP"teR 


Pipes  to 


CHICAGO 


ESTABLISHED    1855 

Size  ol 


Price.    19;  - 

33x3  3,  complete  as  described,   -       -       -       - 

e  give  Catalogue  r amber  and  size. 

-  i     is    put     :  u r     Lavato 

6 


L.  WOLFF    MANUFACTURING    COMPANY 


..... 


X 


F-5954  — The  "Avon" 

WITH    ENAMELED    ALL    OVER    SPECIAL    LEG. 

F-5954  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Avon"  Ideal  Bowl  and  Ornamental  Apron  Cast  in  One  Piece 
with  Enameled  all  over  special  Leg  and  Wall  Braces,  Nickel  Plated 
Ideal  Basin  Waste  with  China  Top,  two  Nickel  Plated  No.  15  Fuller 
Faucets  with  China  Handles  and  Indexes,  Nickel  Plated  special 
Cast  Brass  Trap  (F-6460)  with  Vent  and  Outlet  to  wall,  and 
two  Iron  Pipe  Size  Short  Supply  Pipes  to  wall. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19x27  inches;  Bowl,  11      x  1  5  inches. 

Size  of  Lavatory,  23x33  inches;  Bowl,  13^  x  1  8  inches. 

Wall  Braces  are  arranged  to  allow  about  1  Vi  inches  between  Wall  and  Roll  Rim. 

Price,   19x27,  complete  as  described,   ------        $41.50 

Price,  2  3x3  3,  complete  as  described,   -        -      .  -        -        -        -  47.00 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put    on    all     of     our     Lavatories. 
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L.  WOLFF    MANUFACTURING    COMPANY 


F-5956  —The  "Avon' 

"CONNECTO"   SUPPLY  AND   WASTE. 


F-5956  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Avon"  Ideal  Bowl  with  Ornamental  Apron  Cast  in  One  Piece 
with  two  Nickel  Plated  Cast  Brass  Legs  with  Braces  to  wall,  Nickel 
Plated  Compression  "  Connecto"  Supply  and  Waste  with  China 
Indexes  and  China  Tipped  Handles,  Nickel  Plated  special  Cast 
Brass  Trap  (F-6460;  with  Vent  and  Outlet  to  wall,  two  Nickel 
Plated  Iron  Pipe  Size  Brass  Supply  Pipes  with  Air  Chambers. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19x27  inches;  Bowl,  11      x  1  5  inches. 

Size  of  Lavatory,  23  x  33  inches;  Bowl,  1  3l2  x  1  8  inches. 

Wall  Braces  are  arranged  to  allow  about  1  %  inches  between  Wall  and  Roll  Rim. 

Price,    19x27,  complete  as  described.   ------        $53.00 

Price,  23x33,  complete  as  described.   ------  58.50 

Can  be  furnished  with  Fuller  "Connecto"  if  desired. 
Our    Guarantee     Label     is    put     on    all    of    our     Lavatories. 


L.  WOLFF    MANUFACTURING    COMPANY 


F-5957 — The  "Avon" 

"CONNECTO"    SUPPLY  AND   WASTE. 

F-5957  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Avon"  Ideal  Bowl  with  Ornamental  Apron  Cast  in  One  Piece 
with  Enameled  all  over  Brackets.  Nickel  Plated  Compression 
"  Connecto "  Supply  and  Waste  with  China  Indexes  and  China 
Tipped  Handles,  Nickel  Plated  special  Cast  Brass  Trap  (  F-6460) 
with  Vent  and  Outlet  to  walk  two  Nickel  Plated  Iron  Pipe  Size 
Brass  Supply  Pipes  with  Air  Chambers. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19x27  inches;  Bowl,  11      x  1  5  inches. 
Size  cf  Lavatory,  23  x  33  inches;  Bowl,  1  3%  x  1 8  inches. 

Brackets  are  made  to  allow  about  1  V2  inches  between  Wall  and  Roll  Rim. 

Price,    19x27,  complete  as  described,  _____  $46.00 

Price,  23x33,  complete  as  described,  _____  51.50 

Can  be  furnished  with  Fuller  "Connecto"  if  desired. 
Our     Guarantee     Label     is    put    on     all    of    our     Lavatories. 
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F-5960 — The    "Kenmore" 

WITH    ENAMELED   ALL   OVER   SPECIAL    LEG. 

F-5960  includes  "  Wolff's"  Enameled  Iron  Roll-Edge  Lavatory 
The  "Kenmore"  Ideal  Bowl  with  Ornamental  Apron  and  Roll- 
Edge  Back  Cast  in  One  Piece,  Enameled  all  over  Special  Leg 
and  Wall  Braces.  Nickel  Plated  Large  Diameter  Ideal  Basin  Waste 
with  China  Top,  \\{  inch  Nickel  Plated  Cast  Brass  Trap  with 
Vent  and  two  Nickel  Plated  No.  15  Fuller  Faucets,  with  China 
Handles  and  Indexes. 

MADE    IN    TWO    SIZES! 

Size  of  Lavatory,  20  x  25  inches  ;  Bowl,  11x15  inches  ;  Back,  1  2  inches. 
Size  of  Lavatory,  22  x  30  inches  ;  Bowl,  12x16  inches;  Back,  12  inches. 

PRICES:  20X25  22X30 

Complete  as  described,  enameled  outside, 
Complete  as  described,  enameled  all  over, 


S37.00  S43.00 

39.25  46.00 


If  with  Iron  Pipe  Size  Supply  Pipes  to  wall  with  Air  Chambers,  add  S4.00. 

If  without  China  Top  on  Waste,  deduct  50  cents. 

For  other  Faucets,  etc.,  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size, 
j r     Guarantee     Label     is    put    on    all     of    our     Lavatorie 


L.  WOLFF    MANUFACTURING    COMPANY 


F-5962  —  The      Kenmore'' 

WITH    ENAMELED    LEGS. 

F-5962  includes  ''Wolff's"  Enameled  Iron  Roll-Edge  Lavatory 
The  "Kenmore*'  Ideal  Bowl  with  Ornamental  Apron  and  Roll- 
Edge  Back  Cast  in  One  Piece,  Enameled  Legs  with  Braces  to 
wall,  Nickel  Plated  Large  Diameter  Ideal  Basin  Waste  with  China 
Top,  Nickel  Plated  special  Cast  Brass  Trap  (F-6460)  with  Vent 
and  Outlet  to  wall,  two  Nickel  Plated  No.  15  Fuller  Faucets  with 
China  Handles  and  Indexes  and  two  Iron  Pipe  Size  Brass  Sup- 
ply Pipes  with  Cast  Brass  Air  Chambers  and  Extra  Heavy 
Pattern  Valves  with  China  Indexes. 

MADE    IN    TWO    SIZES! 

Size  of  Lavatory,  20x25  inches;  Bowl,  11x15  inches:  Back,  12  inches. 
Size  of  Lavatory,  22x30  inches;  Bowl,  12x  1  6  inches;  Back,  12  inches. 

PRICES:  20X25  22X30 

Complete  as  described,  enameled  outside,         -  S46.00  S52.00 

Complete  as  described,  enameled  all  over,        -  48.25  55.00 

If  without  China  Top  on  Waste,  deduct  50  cents. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label    is    put    on    all    of    our     Lavatories. 
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F-5963 — The   "Kenmore" 

WITH    ENAMELED    BRACKETS. 

F-5963  includes  "  Wolff's  "  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Kenmore"  Columbian  Bowl  with  Ornamental  Apron 
and  Roll-Edge  Back  Cast  in  One  Piece,  Enameled  Brackets, 
Nickel  Plated  Century  Waste,  1  V  inch  Nickel  Plated  Cast  Brass 
Trap  with  Vent,  two  No.  35  Heavy  Pattern  Nickel  Plated 
Compression  Faucets  with  China  Indexes  and  two  Nickel  Plated 
Iron  Pipe  Size  Brass  Supply  Pipes. 

MADE    IN    TWO    SIZES: 

Size  of  Lavatory,  20x25  inches:  Bowl,  11x15  inches:  Back,  12  inches. 
Size  of  Lavatory,  22  x  30  inches:  Bowl,  12x16  inches,  Back,  12  inches. 

PRICES: 
Complete  as  described,  enameled  outside, 
Complete  as  described,  enameled  all  over, 

For  other  Faucets,  Traps  and  Supply  Pipes  see  pages  123  to  146 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put     on    all     of    our     Lavatories. 


20X25  22X30 

S33.50     S39.50 
35.75      42.50 
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F-5965— The      Kenmore" 

WITH    CONCEALED   WALL   HANGER. 

F-5965  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Kenmore"  Columbian  Bowl  with  Ornamental  Apron 
and  Roll-Edge  Back  Cast  in  One  Piece,  Concealed  Wall 
Hanger,  Large  Patent  Overflow  with  removable  Nickel  Plated 
Cast  Brass  Strainer,  Cast  Brass  Plug  with  Rubber  Stopper, 
1*4  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent  and  two 
No.  35  Heavy  Pattern  Nickel  Plated  Compression  Faucets 
with  China  Indexes.  . 

MADE    IN    TWO    SIZES! 

Size  cf  Lavatory,  20x25  inches;   Eowl,  11x15  inches;  Back,  12  inches. 
Size  of  Lavatory,  22  x  30  inches ;   Bowl,  12x16  inches  ;  Back,  1 2  inches. 

PRICES:  20X2S  22X30 

Complete  as  described,  enameled  outside,        -  $26.50  $32.50 

Complete  as  described,  enameled  all  over,        -  28.75  35.50 

If  with  Enameled  Iron  Brackets  instead  of  Concealed  Wall  Hanger,  add  $  1 .00. 

If  with  Century  Waste,  add  $3.50. 

Can  be  furnished  with  Ideal  Waste,  if  desired. 

For  other  Faucets,  Traps  and  Supply  Pipes  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction  ;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label    is    put    on    all    of    our     Lavatories. 
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F-5967 — The      Calumet" 

WITH    CONCEALED    WALL    HANGER. 

F-5967  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Calumet"  with  Columbian  Bowl  and  Roll  Edge  Back 
Cast  in  One  Piece,  Concealed  Wall  Hanger,  Nickel  Plated 
Brass  Century  Waste,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  No.  15  Fuller  Faucets  with  China  Handles  and 
Indexes  and  two  Nickel  Plated  Iron  Pipe  Size  Brass  Supply 
Pipes  with  Air  Chambers. 

MADE    IN    TWO    SIZES! 

Size  of  Lavatory,  20x25  inches:  Bowl,  11x15  inches:  Back,  12  inches. 
Size  of  Lavatory,  22  x  30  inches  :  Bowl,  12x16  inches  :  Back,  1  2  inches. 

PRICES:  20X25  22X30 

Complete  as  described,  enameled  outside,        -  $30.50  $34.50 

Complete  as  described,  enameled  all  over        -  32.75  37.50 

If  with  Enameled  Iron  Brackets  instead  of  Concealed  Wall  Hanger,  add  $  1 .00. 

If  without  Air  Chambers  on  Supplies,  deduct  $1.50. 

If  less  Century  Waste,  deduct  $3.50. 

Can  be  furnished  with  Ideal  Waste,  if  desired. 

For  other  Faucets,  Traps  and  Supply  Pipes  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction:   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee      Label     is    put    on    all     of    our     Lavatories. 
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F-5968  — The     Calumet" 

WITH  ENAMELED  BRACKETS. 

F-5968  includes  "Wolff's"  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Calumet"  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  Enameled  Brackets,  Large  Patent  Over- 
flow with  removable  Nickel  Plated  Cast  Brass  Strainer,  Cast 
Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast 
Brass  Trap  with  Vent,  two  No.  35  Heavy  Pattern  Nickel 
Plated  Compression  Faucets  with  China  Indexes  and  tv/o  Nickel 
Plated  Iron  Pipe  Size  Brass  Supply  Pipes. 

MADE    IN    TWO    SIZES! 

Size  cf  Lavatory,  20  x25  inches  ;  Bowl,  11x15  inches  ;  Back,  12  inches. 
Size  of  Lavatory,  22  x  30  inches  ;  Bowl,  12x16  inches  ;  Back,  1 2  inches. 

PRICES:  20X25  22X30 

Complete  as  described,  enameled  outside,        -  $24.00  $28.00 

Complete  as  described,  enameled  all  over,       -  26.25  31.00 

If  with  Concealed  Wall  Hanger  instead  of  Brackets  as  shown,  deduct  $1.00. 

If  furnished  with  Century  Waste,  add  $3.50. 

Can  be  furnished  with  Ideal  Waste,  if  desired. 

For  other  Faucets,  Traps  and  Supply  Pipes  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction  ;  all  parts  being  accurately  fitted, 

loss  cf  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Qur     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
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F-5970  — The  "Leland" 

ROLL   RIM   ALL  AROUND.      SELF-CLOSING  FAUCETS. 

F-5970  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Leland"  with  Roll  Rim  on  all  sides  and  Ornamental  Apron, 
Columbian  Bowl,  Enameled  Brackets.  Large  Patent  Overflow  with 
Removable  Nickel  Plated  Cast  Brass  Strainer,  Cast  Brass 
Plug  with  Rubber  Stopper.  \%  inch  Nickel  Plated  Cast  Brass 
Trap  with  Vent,  two  Heavy  Pattern  Nickel  Plated  Special 
Self- Closing  Faucets  and  two  Nickel  Plated  Iron  Pipe  Size 
Brass  Supply  Pipes  with  Air  Chambers. 

Size  of  Lavatory,  20x25  inches;  Bowl,  11x15  inches. 
Price,  complete  as  described,  enameled  outside,        -  $32.00 

Price,  complete  as  described,  enameled  all  over,        -  34.25 

Brackets  are  made  to  allow  about  1  %  inches  between  the  wall  and  Roll  Rim. 
F-5970  can  also  be  furnished  with  Brass  or  Enameled  Iron  Legs,  if  desired. 
For  other  Faucets,  Traps  and  Supply  Pipes  see  pages  123  to  146. 
Purchasers  will  obtain  best  results  by  buying  our  Lavatories  fitted  up  com- 
plete with  Faucets,  Waste,  Trap  and  Supply  Pipes.  We  exercise  particular  care 
in  assembling,  fitting  and  adjusting  all  of  the  above  mentioned  parts.  They  are 
also  subjected  to  a  severe  hydraulic  test  and  carefully  inspected  as  to  finish  and 
workmanship. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is     put    on    all     of     our     Lavatories. 
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F-597 1 — The  "Leland" 

ROLL    RIM    ALL  AROUND. 

F-597 1  includes  "  Wolff's"  Enameled  Iron  Lavatory  The 
"Leland"  with  Roll  Rim  on  all  sides  and  Ornamental  Apron,  Ideal 
Bowl,  Enameled  all  over  Special  Leg  and  Wall  Braces,  Nickel 
Plated  Large  Diameter  Ideal  Basin  Waste  with  China  Top,  \%  inch 
Nickel  Plated  Cast  Brass  Trap  with  Vent,  two  No.  15  Fuller 
Faucets  with  China  Handles  and  Indexes  and  two  Nickel  Plated 
Iron  Pipe  Size  Short  Supply  Pipes  to  wall. 

Size  of  Lavatory,  20  x  25  inches  ;  Bowl,  11x15  inches. 

Price,  complete  as  described,  enameled  outside,        -  $38.50 

Price,  complete  as  described,  enameled  all  over,        -  40.75 

Wall  Braces  are  arranged  to  allow  about  1  /4  inches  between  wall  and  Roll  Rim. 
If  desired,  two  Small  Pattern  Enameled  Iron  Legs  can  be  furnished  instead  of 

design  shown  at  the  same  price. 

For  other  Faucets,  Mirrors,  Glass  and  Sponge  Holders,  Towel  Racks,  etc.,  see 

pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label    is    put    on    all    of    our     Lavatories. 
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F   5972  — The      Norman" 

WITH    ENAMELED  BRACKETS. 

F-5972  includes  "  Wolff's  "  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Norman"  with  Ideal  Bowl,  Apron  and  Back  Cast 
in  One  Piece,  Enameled  Brackets,  Nickel  Plated  Large  Diam- 
eter Ideal  Waste  with  China  Top,  Nickel  Plated  special  Cast 
Brass  Trap  (F-6460)  with  Vent  and  Outlet  to  wall,  two  Nickel 
Plated  No.  15  Fuller  Faucets  and  two  Iron  Pipe  Size  Brass 
Supply  Pipes  with  Cast  Brass  Air  Chambers  and  Extra  Heavy 
Pattern  Valves  with  China  Indexes. 


Size  of  Lavatory,  20x26  in. 


Lavatory  complete  as  described, 
Lavatory  with  Ideal  Waste 
ply  Pipes  and  Trap, 

If  without  China  Top  on  Waste,  deduct  50  cents. 

If  with  Concealed  Wall  Hanger  instead  of  Brackets,  deduct  $1.00. 

For  China  Handles  and  Indexes  on  Faucets,  add  $  1 .50. 

If  with  Patent  Overflow  instead  of  Ideal  Waste,  deduct  $4.00. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee      Label     is    put     on    all     of    our     Lavatories. 


DIMENSIONS: 

;  Height  of  Back,  12  in.;  Ideal  Basin, 

1?.  X 

16  in. 

ENAMELED 

PRICES:                       outside 

ENAMELED 
ALL  OVER 

i,      -        -        -        -        -        $41.50 
only,  less  Faucets,  Sup- 

25.00 

$44.00 

27.50 

)  L  F  F    MANU! 


:omp 


E  MANUFACTURE 

PLUMBING 
GOODS 

EXCLUSIVELY 


IN    SOLID    PORCELAIN 
BATH   TUBS    IN    ENAMELED   CAST    IRON 
WATER  CLOSETS   IN    ENAMELED   IRON 

WATER    CLOSETS  IN    EARTHENWARE 
ENAMELED   CAST   IRON   SINKS,  ETC. 
GALVANIZED    RANGE   BOILERS 

PRESSED   STEEL  SINKS 
WOOD   SEATS,  TANKS,    ETC 
PORCELAIN    LAVATORIES 

PORCELAIN    KITCHEN    SINKS 

AND   ALL   KINDS    OF   PORCELAIN    GOODS 

USED    IN    PLUMBING   WORK 

MARBLE  LAVATORIES 
CLOSET  STALLS,  etc. 
SLATE     AND     DUROSTONE    WORK 

BRASS     WORK,     COMPLETE     LINE 
COPPER   AND  GERMAN   SILVER   WORK 
NEEDLE   BATHS  SHOWER   BATHS 


ELECTRO    PLATING    WORK 

CAST    IRON   SOIL    PIPE    AND    FITTINGS 

LEAD   TRAPS,    BENDS,    DRUM    TRAPS 


HYDRO-THERAPEUTIC    APPARATUS 
ELECTRIC    BATHS,  etc. 

FOR    HOSPITALS,    ASYLUMS 
AND   SANITARIUMS 
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CHICAGO- 


ESTABLISHED     1855 


1.50. 

and  size. 
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in  One  Piece,   Enameled  Bracker  Diam- 

eter Ideal  Waste  with  China  Top,  Nic*»°w  ohitajr  QflT^adS 
Brass  Trap  <  F-6460 )  with  V  (33  "AMI  TO  MA  3^19  Jios-  mort  T3A0 
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Size  of  Lavatory,  20x26  in 


Lavatory  complete  as  described, 


.50 


$44.00 


if  without  China  Top  •OrjADfH') 

S  i  -00- 
HAJ/M  l  /OTHSflT 

If  with  Patent  Overl  ee8f   Q3H3IJaAT8a         ;.00. 

satisfaction;  all  parts  being  accurately  fitted, 
loss  of  time  a:  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee      Label     is  of    our     Lavatories. 
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F-5973  —  The  "Norman" 

WITH    BRASS    LEGS. 

F-5973  includes  "Wolff's"  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Norman"  with  Columbian  Bowl,  Apron  and  Back 
Cast  in  One  Piece,  Nickel  Plated  Cast  Brass  Legs  with 
Braces  to  wall,  Nickel  Plated  Brass  Century  Waste,  Nickel  Plated 
special  Cast  Brass  Trap  (F-6460)  with  Vent  and  Outlet  to  wall, 
two  Nickel  Plated  No.  15  Fuller  Faucets  and  two  Iron  Pipe 
Size  Brass  Supply  Pipes  with  Cast  Brass  Air  Chambers  and 
Extra  Heavy  Pattern  Valves  and  China  Indexes. 

DIMENSIONS: 
Size  of  Lavatory,  20x26  in.;  Height  of  Back,  12  in.;  Columbian  Basin,  12x16  in. 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$49.00 

$51.50 

32.50 

35.00 

Lavatory,  complete  as  described,     ----- 
Lavatorv,  with  Century  Waste  and  Brass  Legs,  less 
Faucets,  Supply  Pipes  and  Trap,       - 

If  with  Ideal  Waste,  Large  Diameter,  add  50  cents. 

If  with  two  Enameled  Iron  Legs,  deduct  $4.50. 

For  China  Handles  and  Indexes  on  Faucets,  add  $1.50. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label    is    put    on    all    of    our     Lavatories. 
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F-5974 — The     Ashland" 

WITH    ENAMELED    BRACKETS. 

F-5974  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Ashland"  with  Columbian  Bowl  and  Back  Cast  in 
One  Piece,  Enameled  Brackets,  Nickel  Plated  Brass  Century- 
Waste,  Nickel  Plated  special  Cast  Brass  Trap  (F-6460)  with 
Vent  and  Outlet  to  wall,  two  Nickel  Plated  No.  15  Fuller  Faucets 
and  two  Iron  Pipe  Size  Brass  Supply  Pipes  with  Cast  Brass 
Air  Chambers  and  Extra  Heavy  Pattern  Valves  with  China 
Indexes. 

DIMENSIONS: 
Size  of  Lavatory,  20x26  in.;  Height  of  Back,  12  in.;  Columbian  Basin,  12x16  in. 


Lavatory,  complete  as  described,      ■ 
Lavatory,  with  Century.  Was te  , 
Pipes  and  Trap, 


less  Faucets,  Supply 


19.50 


$38.50 
22.00 


If  with  Concealed  Wall  Hanger,  deduct  $1.00. 

For  China  Handles  and  Indexes  on  Faucets,  add  $  1 .50. 

If  with  Ideal  Waste,  Large  Diameter,  add  50  cents. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put     on     all     of    our     Lavatories. 
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F-5975 — The  "Jefferson" 

WITH    CONCEALED   WALL   HANGER. 

F-5975  includes  "Wolffs''  Enameled  Iron  Roll-Edge  Corner 
Lavatory  The  "Jefferson"  with  Ideal  Bowl,  Apron  and  Back  Cast 
in  One  Piece,  Nickel  Plated  Large  Diameter  Ideal  Waste  with 
China  Top,  Nickel  Plated  special  Cast  Brass  Trap  with  Vent 
and  Outlet  to  wall,  two  No.  35  Heavy  Pattern  Nickel  Plated 
Compression  Faucets  with  China  Indexes  and  two  Iron  Pipe 
Size  Brass  Supply  Pipes  with  Extra  Heavy  Pattern  Valves 
and  China  Indexes. 

DIMENSIONS: 

Size  of  Lavatory:  Width,  25  inches;  Length  on  side,  18  inches;  Height  of 

Back,  12  inches.    Size  of  Ideal  Basin,  12x15  inches 


PRICES 
ly,  less  Fat 
If  with  Patent  Overflow  instead  of  Ideal  Waste,  deduct 


Lavatory,  complete  as  described,     - 
Lavatory,  with  Ideal  Waste  only,  less  Faucets,  Sup- 
ply Pipes  and  Trap,  _____ 


ENAMELED 

ENAMELED 

OUTSiDE 

ALL  OVER 

$35.50 

$38.00 

22.00 

24.50 

t.50. 


If  without  China  Top  on  Waste,  deduct  50  cents. 
When  ordering  or  specifying  give  Catalogue  number  and  size. 
Guarantee     Label     is    put    on    all     of    our     Lavatories. 
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F-5976  The  "Adams" 

WITH    CONCEALED   WALL    HANGER. 

F-5976  includes  "  Wolff  s  "  Enameled  Iron  Corner  Lavatory 
The  "Adams  "  with  Ideal  Bowl  and  Back  Cast  in  One  Piece, 
Nickel  Plated  Large  Diameter  Ideal  Waste  with  China  Top,  Nickel 
Plated  special  Cast  Brass  Trap  ( F-6460)  with  Vent  and  Outlet 
to  wall,  two  No.  35  Heavy  Pattern  Nickel  Plated  Compression 
Faucets  with  China  Indexes  and  two  Iron  Pipe  Size  Brass  Sup 
ply  Pipes  with  Extra  Heavy  Pattern  Valves  and  China  Indexes. 

DIMENSIONS: 

Size  of  Lavatory:   Width,  25  inches;  Length  on  Side,  18  inches;  Height  of  Back, 

12  inches;  Size  of  Ideal  Basin,  12x15  inches. 

ENAMELED  ENAMELED 

r-rciOCO.  ,  OUTSIDE  ALL  OVER 

Lavatory,  complete  as  described,      -----         $33.00  $35.50 

Lavatory  with  Ideal  Waste  only,  less  Faucets,  Sup- 
ply Pipes  and  Trap,  ------  19.50  22.00 

If  with  Patent  Overflow  instead  of  Ideal  Waste,  deduct  $4.50 
If  without  China  Top  on  Waste,  deduct  50  cents. 


Our     Guarantee     Label 


put    on    all    of    our     Lavatories. 
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F-5977  —  The  "Clinton" 

WITH    ENAMELED   LEGS. 

F-5977  includes  "Wolffs"  Enameled  Iron  Lavatory  The 
"Clinton"  with  Columbian  Bowl,  Apron  and  High  Back  Cast 
in  One  Piece,  Enameled  Legs,  Large  Patent  Overflow  with 
removable  Cast  Brass  Strainer,  Nickel  Plated  Plug,  Coupling 
and  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  No.  35  Heavy  Pattern  Nickel  Plated  Compres- 
sion Faucets  with  China  Indexes  and  two  Iron  Pipe  Size  Brass 
Supply  Pipes  with  Extra  Heavy  Pattern  Valves. 

DIMENSIONS: 
Size,  18x24  in.:  Height  of  Back,  10  in.;  Bowl,  1  1  x  15  in.  Columbian. 
Size,  20x24  in.;  Height  of  Back,  12  in.;  Bowl,  1  1  x  15  in.  Columbian. 
Size,  20x27  in.;  Height  of  Back,  12  in.;  Bowl,  1 1  x  15  in.  Columbian. 
Size,  22x27  in.;  Height  of  Back,  12  in.;  Bowl,  12 x  1  5  in.  Oval. 

ENAMELED  ENAMELED 

PRICES:  OUTSIDE  ALL  OVER 

18x24— Complete  as  described,     -----        $29.00  $31.00 

Same,  less  Faucets,  Supplies  and  Trap,             -           17.50  19.50 

20x24— Complete  as  described,      -----           32.50  34.75 

Same,  less  Faucets,  Supplies  and  Trap,             -           21.00  23.25 

20x27— Complete  as  described,      -        -        -        -        -           34.50  37.00 

Same,  less  Faucets,  Supplies  and  Trap,             -           23.00  25.50 

22x27— Complete  as  described,     -----           36.00  39.00 

Same,  less  Faucets,  Supplies  and  Trap,  -  24.50  27.50 
Any  of  these  Lavatories  can  be  furnished  with  Century  Waste ;  20  and  22  inch 
wide  Lavatories  can  be  furnished  with  Ideal  Waste. 

Our     Guarantee     Label    is    put    on    all    of     our      Lavatories. 
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F-5978  The     Clinton" 

WITH    BRASS    BRACKETS. 

F-5978  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Clinton"  with  Ideal  Bowl,  Apron  and  High  Back  Cast  in  One 
Piece,  Nickel  Plated  Cast  Brass  Brackets  with  Braces  to 
wall,  Nickel  Plated  Large  Diameter  Ideal  Waste,  Nicke  Plated 
special  Cast  Brass  Trap  (F-6460)  with  Vent  to  wall,  two  No.  0 
Nickel  Plated  Fuller  Faucets  and  two  Iron  Pipe  Size  Brass 
Supply  Pipes  with  Cast  Brass  Air  Chambers  and  Extra  Heavy 
Pattern  Valves  with  China  Indexes. 

DIMENSIONS: 

Size,  20x24  in.;  Height  of  Back,  12  in.;  Bowl.  1  1  x  1  5  in.  Ideal. 

Size,  20x27  in.;  Height  of  Back,  12  in.;  Bowl,  1  1  x  15  in.  Ideal. 

Size,  22x27  in.;  Height  of  Back,  12  in.;  Bowl,  1  2  x  1  6  in.  Oval. 

p         ._  ENAMELED  ENAMELED 

PRICES:  outside  all  over 

20x24— Complete  as  described,     -----  $44.00  $46.25 

Same,  less  Faucets.  Supplies  and  Trap,             -  29.50  31.75 

20x27— Complete  as  described,     -----  46.00  48.50 

Same,  less  Faucets,  Supplies  and  Trap,             -  31.50  34.00 

22x27— Complete  as  described,      -----  47.50  50.50 

Same,  less  Faucets,  Supplies  and  Trap,             -  33.00  36.00 

If  Ideal  Waste  is  furnished  with  China  Top,  add  50  cents. 

If  with  No.  15  Fuller  Faucets  with  China  Handles  and  China  Indexes,  add  $3.50. 

If  without  Supply  Pipes,  deduct  $7.00. 

NOTE:— For  the  "Clinton"  in  batteries  see  pages  85  and  87. 
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F-5979— The  "Clinton" 

WITH    ENAMELED    BRACKETS. 

F-5979  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Clinton"  with  Ideal  Bowl,  Apron  and  High  Back  Cast  in  One 
Piece,  Enameled  Brackets,  Large  Diameter  Ideal  Waste,  \% 
inch  adjustable  Cast  Brass  Trap  with  Vent,  two  No  0  Nickel 
Plated  Fuller  Faucets  and  two  Iron  Pipe  Size  Brass  Supply- 
Pipes  with  Air  Chambers. 


Size,  20x24  in 
Size,  20x27  in, 
Size,  22x27  in 


DIMENSIONS: 
Height  cf  Back,  12  in.:  Bowl,  1  1  x  15  in.  Ideal. 


Height  cf  Back,  12  in.; 
Height  of  Back,  12  in.; 


PRICES: 


Bowl,  1 1  x  15  in.  Ideal. 
Bowl,  12x16  in.  Oval. 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

S33.00 

$35.25 

22.50 

24.75 

35.00 

37.50 

24.50 

27.00 

36.50 

39.50 

26.00 

29.00 

3  shown  on 

the 

20  x  24 — Complete  as  described,     ----- 

Same,  less  Faucets,  Supplies  and  Tiap, 
20  x  27— Complete  as  described,     ----- 

Same,  less  Faucets,  Supplies  and  Trap, 
22x27 — Complete  as  described,     ----- 
Same,  less  Faucets,  Supplies  and  Trap, 
Batteries  of  above  for  Public  and  Office  Buildings  a 
following  pages. 
If  Ideal  Waste  is  furnished  with  China  Top,  add  50c. 
If  with  No.  15  Fuller  Faucets  with  China  Handles  and  China  Indexes,  add  S3. 50. 

If  without  Supply  Pipes,  deduct  S4.00. 

Our  complete  Lavatories  give  best  satisfaction ;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is     put    on     all     of     our      Lavatories. 
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F-5980  —  The  "Clinton" 

WITH    ENAMELED    BRACKETS. 

F-5980  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Clinton"  with  Columbian  Bowl,  Apron  and  High  Back  Cast  in 
One  Piece,  Enameled  Brackets,  Large  Patent  Overflow  with 
removable  Cast  Brass  Strainer,  Nickel  Plated  Plug,  Coupling 
and  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  No.  0  Nickel  Plated  Fuller  Faucets. 

DIMENSIONS: 
Size,  1  8  x  24  in.;  Height  of  Back,  1  0  in.;  Bowl,  1  1  x  1  5  in.  Columbian. 
Size,  20  x  24  in.;  Height  of  Back,  1  2  in.;  Bowl,  1  1  x  1  5  in.  Columbian. 
Size,  20  x  27  in.;  Height  of  Back,  1  2  in.;  Bowl,  1  1  x  1  5  in.  Columbian. 
Size,  22x27  in.;  Height  of  Back,  12  in.;  Bowl,  1  2  x  1  5  in.  Oval. 


PRICES: 


ENAMELED       ENAMELED 
OUTSIDE       ALL  OVER 

1  8  x  24— Complete  as  described.     -----        $20.50  $22.50 

Same,  less  Faucets  and  Trap,            -                              15.00  17.00 

20  x  24— Complete  as  described,     -----           24.00  26.25 

Same,  less  Faucets  and  Trap,             _        _        _           18.50  20.75 

20x27— Complete  as  described,     -        -                 -                    26.00  28.50 

Same,  less  Faucets  and  Trap,             -                             20.50  23.00 

22x27— Complete  as  described,     -----           27.50  30.50 

Same,  less  Faucets  and  Trap,             -                 -           22.00  25.00 

Any  of  these  Lavatories  can  be  furnished  with  Century  Waste  ;  20  and  22  inch 
wide  Lavatories  can  be  furnished  with  Ideal  Waste. 
For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 
Our  complete  Lavatories  give  best  satisfaction:  all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our      Guarantee      Label      is     put      on     all      of     our      Lavatories. 
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F-5981— The  "Clinton" 

WITH    CONCEALED   WALL    HANGER. 

F  5981  includes  '-Wolff's"  Enameled  Iron  Lavatory  The 
"Clinton"  with  Columbian  Bowl,  Apron  and  High  Back  Cast  in 
One  Piece  with  Concealed  Wall  Hanger,  Large  Patent  Overflow 
removable  Cast  Brass  Strainer,  Nickel  Plated  Plug,  Coupling 
and  Rubber  Stepper,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  No.  35  Heavy  Pattern  Nickel  Plated  Compres- 
sion Faucets  with  China  Indexes  and  two  Iron  Pipe  Size  Brass 
Supply  Pipes  with  Extra  Heavy  Pattern  Valves. 


Size,  18x24  in. 
Size,  20x24  in. 
Size,  20x27  in. 
Size,  22x27  in. 


DIMENSIONS: 

Height  of  Back,  10  in.;  Bowl,  11x15  in.  Columbian. 
Height  of  Back,  12  in.;  Bowl,  1 1  x  1  5  in.  Columbian. 
Height  of  Back,  12  in.;  Bowl,  1 1  x  15  in.  Columbian. 
Height  of  Back,  12  in.;  Bowl,  12x  16  in.  Oval. 


PRICES: 


18x24— Complete  as  described,       - 

Same,  less  Faucets,  Supplies  and  Trap, 
20x24 — Complete  as  described,       - 

Same,  less  Faucets,  Supplies  and  Trap,    - 
20x27— Complete  as  described.       -        -        -        - 

Same,  less  Faucets,  Supplies  and  Trap,    - 
22x27— Complete  as  described,       - 

Same,  less  Faucets,  Supplies  and  Trap,    - 
Any  of  these  lavatories  can  be  furnished  with  Century  Waste ;  20  and  22  inch 
wide  Lavatories  can  be  furnished  with  Ideal  Waste. 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

S25.50 

S27.50 

14.00 

16.00 

29.00 

31.25 

17.50 

19.75 

31.00 

33.50 

19.50 

22.00 

32.50 

35.50 

21.00 

24.00 

Our     Guar  a 


Label 


put 
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F-5982 — The    'Jackson" 

WITH    RIGHT    HAND    END. 

F-5982  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Jackson"  with  Columbian  Bowl,  Apron,  Back  and  Right  Hand 
End  Cast  in  One  Piece,  Enameled  Bracket,  Nickel  Plated 
Brass  Century  Waste,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent  and  two  No.  0  Nickel  Plated  Fuller  Faucets. 

DIMENSIONS: 
Size,  18x24  in.;  Height  of  Back,  10  in.;  Bowl,  1  1  x  15  in. 
Size,  20x24  in.;  Height  of  Back,  12  in.;  Bowl,  1  1  x  15  in. 

PRICES: 

1 8  x  24— Complete  as  described,     -  $27.50  $29.50 

Same,  less  Faucets  and  Trap,  -  22.00  24.00 

20  x  24— Complete  as  described,     -        -        -        -        -  31.50  33.75 

Same,  less  Faucets  and  Trap,  -  26.00  28.25 

If  with  Patent  Overflow  instead  of  Century  Waste,  deduct  $3.50. 

For  Supply  Pipes  and  other  Faucets,  see  pages  123  to  146. 

If  with  Concealed  Wall  Hanger  instead  of  Brackets,  deduct  50c. 

Can  be  furnished  with  Enameled  Iron  or  Cast  Brass  Leg,  if  desired. 

Our  complete  Lavatories  give  best  satisfaction  ;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  catalogue  number  and  size. 
Our     Guarantee      Label     is    put    on    all    of      our     Lavatories. 
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F-5983  — The  "Harrison" 

WITH    LEFT    HAND    END. 

F-5983  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Harrison"  with  Columbian  Bowl,  Apron,  Back  and  Left  Hand 
End  Cast  in  One  Piece,  Enameled  Bracket,  Nickel  Plated 
Brass  Century  Waste,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Waste  and  Vent  to  wall  and  two  No.  0  Nickel  Plated  Fuller 
Faucets. 

DIMENSIONS: 


Size,  18x24  in.;  Height  of  Back,  10  in.; 
Size,  20x24  in.;  Height  of  Back,  12  in.; 


Bowl,  1  1  x  1 5  in. 
Bowl,  1 1  x  1 5  in. 


1 8  x  24 — Complete  as  described, 

Same,  less  Faucets  and  Trap, 

20x24— Complete  as  described, 

Same,  less  Faucets  and  Trap, 


$27.50 
22.00 
31.50 
26.00 


$29.50 
24.00 
33.75 
28.25 


If  with  Patent  Overflow  instead  of  Century  Waste,  deduct  $3.50. 

For  Supply  Pipes  and  other  Faucets,  see  pages  123  to  146. 

If  with  Concealed  Wall  Hanger  instead  of  Bracket,  deduct  50c. 

Can  be  furnished  with  Enameled  Iron  or  Cast  Brass  Leg,  if  desired. 

Our  complete  Lavatories  give  best  satisfaction ;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our    Guarantee     Label     is    put    on    all    of    our     Lavatories, 
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F-5984 — The     Concord" 

CURVED    FRONT    FOR    RECESS 

F-5984  includes  "Wolff's"  Enameled  Iron  Lavatory  The 
"Concord"  with  Bowl.  Ornamental  Apron.  Back  and  two  Ends 
Cast  in  One  Piece,  with  Concealed  Wall  Hangers,  Large 
Patent  Overflow  with  removable  Cast  Brass  Strainer,  Nickel 
Plated  Plug,  Coupling  and  Rubber  Stopper,  \%  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent,  two  No.  35  Heavy  Pattern 
Nickel  Plated  Compression  Faucets  with  China  Indexes  and  two 
Iron  Pipe  Size  Brass  Supply  Pipes. 

DIMENSIONS: 

Size  of  Lavatory,  21  x26  inches;  Height  of  Back.  8  inches;  Ends  from  Front  to 
Back,  17'/^  inches;  Bowl,  12x15  inches. 

Size  of  Lavatory,  21x31  inches;  Height  of  Back,  8  inches;  Ends  from  Front  to 
Back,  \7Vi  inches;  Bowl,  12x15  inches. 


Depth  of  recess  required  is  about  17'j 
inches;  the  improved  construction  of  the 
"Concord"  allows  a  slight  variation,  how- 
ever, without  leaving  any  open  joints.  See 
sectional  cut. 


PRICES: 


$29.25 
20.25 
34.25 
25.25 


2  1  x26  Complete  as  described,         - 

Same,  less  Trap.  Faucets  and  Supply  Pipes 
21x31  Complete  as  described.         ---.-_- 

Same,  less  Trap,  Faucets  and  Supply  Pipes 

If  with  Century  Waste,  add  $3.50. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee      Label     is     put    on     all     of     our      Lava 


$34.25 
25.25 
39.25 
30.25 
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F-5985  -The  "Hudson" 

WITH    SEPARATE    BACK — ENAMELED    LEGS. 

F-5985  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  ''Hudson*'  with  Oval  Bowl  and  Apron  Cast  in  One 
Piece  with  12  inch  High  Separate  Enameled  Roll  Rim  Back, 
Enameled  Legs.  Large  Diameter  Ideal  Waste,  Nickel  Plated  Cast 
Brass  No.  0  Trap  with  Vent,  two  No.  0  Nickel  Plated  Fuller 
Faucets  and  two  Iron  Pipe  Size  Brass  Supply  Pipes  with  Air 
Chambers. 

DIMENSIONS: 
Size  of  Lavatory,  2  1  ^ x 24  inches:  Oval  Bowl,  12x15  inches;  Back,  12  inches. 
Size  of  Lavatory,  21  l/2x  27  inches :  Oval  Bowl,  12x15  inches:  Back,  12  inches. 
Size  cf  Lavatory,  21I2x30  inches;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 

PRICES: 

2 l|»x 24  Complete  as  described,    - 

Same,  less  Faucets,  Supplies  and  Trap, 
2 Hix 27  Complete  as  described,    - 

Same,  less  Faucets,  Supplies  and  Trap, 
2  lHx  30  Complete  as  described,    -        -        -        - 
Same,  less  Faucets,  Supplies  and  Trap, 
If  with  Patent  Overflow  instead  of  Ideal  Waste,  deduct  $4.00. 
If  with  Enameled  Brackets  in  place  of  Enameled  Legs,  deduct  $2.50. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put    on    all     of    our     Lavatories. 


ENAMELED 

ENAMELED 

OUTSICE 

ALL  OVER 

$33.50 

$35.50 

23.00 

25.00 

35.00 

37.50 

24.50 

27.00 

37.50 

40.50 

27.00 

30.00 
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F-5986  — The  "Hudson" 

WITH    SEPARATE    BACK — ENAMELED    BRACKETS. 

F-5986  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Hudson"  with  Oval  Bowl  and  Apron  Cast  in  One 
Piece,  with  12  inch  High  Separate  Enameled  Roll  Rim  Back. 
Enameled  Brackets,  Large  Patent  Overflow  with  removable  Cast 
Brass  Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stop- 
per, \%  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent  and  two 
No.  0  Nickel  Plated  Fuller  Faucets. 

DIMENSIONS: 

Size  of  Lavatory,  18x24  inches;   Oval  Bowl,  12x15  inches;  Back,  12  inches. 

Size  of  Lavatory,  20x24  inches;   Oval  Bowl,  12x15  inches;  Back,  12  inches. 

Size  of  Lavatory,  20x27  inches;   Oval  Bowl,  12x15  inches;  Back,  12  inches. 

ENAMELED  ENAMELED 

PRICES  OUTSIDE  ALL  OVER 

18x24  Complete  as  described,       -  $19.50  $21.50 

Same,  less  Faucets  and  Trap,     -  14.00  16.00 

20x24  Complete  as  described,        -----  20.50  22.75 

Same,  less  Faucets  and  Trap,     -        -        -        -  15.00  17.25 

20x27  Complete  as  described,       -        -        -        -        -  21.50  24.00 

Same,  less  Faucets  and  Trap,     -  16.00  18.50 

If  furnished  with  Century  Waste,  add  $3.50. 

Our  complete  Lavatories  give  best  satisfaction  ;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee      Label     is     put    on    all     of    our     Lavatories. 
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F-5  9  87 — The  "Delaware" 

WITH    SEPARATE    BACK   AND    END. 

F-5987  includes  "  Wolff  s"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "  Delaware  "  with  Oval  Bowl  and  Apron  Cast  in  One 
Piece,  with  12  inch  High  Separate  Enameled  Roll  Rim  Back 
and  Right  Hand  End,  Enameled  Bracket,  Large  Patent  Overflow 
with  removable  Cast  Brass  Strainer,  Nickel  Plated  Plug,  Coup- 
ling and  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast  Brass 
Trap  with  Vent  and  two  No.  0  Nickel  Plated  Fuller  Faucets. 

DIMENSIONS: 
Lavatory,  18x24  inches;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 
Lavatory,  20x24  inches;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 
Lavatory,  20x27  inches;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 

ENAMELED  ENAMELED 

PRICES:  outside  all  over 

18x24  Complete  as  described,        -        -        -        -        -        $21.50  $23.50 

Same,  less  Faucets  and  Trap,      -  16.00  18.00 

20x24  Complete  as  described,        -  23.00  25  =  25 

Same,  less  Faucets  and  Trap,     -  17.50  19.75 

20x27  Complete  as  described,        -----  24.00  26.50 

Same,  less  Faucets  and  Trap,     -  18.50  21.00 

Can  be  furnished  with  Left  Hand  End,  if  desired. 
Unless  otherwise  ordered,  Lavatory  will  always  be  shipped  as  shown,  viz.,  with 
Right  Hand  End. 
If  furnished  with  Century  Waste,  add  $3.50. 
Our  complete  Lavatories  give  best  satisfaction ;  all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is     put    on    all    of    our     Lavatories. 
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F-5988  — The  "Delaware" 

WITH    SEPARATE    BACK   AND    END. 

F-5988  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Delaware"  with  Oval  Bowl  and  Apron  Cast  in  One 
Piece,  with  12  inch  High  Separate  Enameled  Roll  Rim  Back 
and  Right  Hand  End,  Enameled  Iron  Leg,  Large  Diameter  Ideal 
Waste,  Nickel  Plated  Cast  Brass  No.  0  Trap  with  Vent,  two 
No.  0  Nickel  Plated  Fuller  Faucets  and  two  Iron  Pipe  Size 
Brass  Supply  Pipes  with  Air  Chambers. 

DIMENSIONS: 

Size  of  Lavatory,  21^x24  inches;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 

Size  of  Lavatory,  21  V>  x27  inches  :  Oval  Bowl,  12x15  inches:  Back,  12  inches. 

Size  of  Lavatory,  2  1  %  x  30  inches  ;  Oval  Bowl,  12x15  inches;  Back,  12  inches. 

PRICES: 

21%  x24  Complete  as  described,  - 

Same,  less  Faucets,  Supplies  and  Trap, 
21  %x27  Complete  as  described,  - 

Same,  less  Faucets,  Supplies  and  Trap, 
21%  x  30  Complete  as  described,  - 

Same,  less  Faucets,  Supplies  and  Trap, 

Can  be  furnished  with  Left  Hand  End,  if  desired. 

Unless  otherwise  ordered,  Lavatory  will  always  be  shipped  as  shown,  viz.:  with 

Right  Hand  End. 

Our  Guarantee  Label  is  put  on  all  of  our  Lavatories. 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

S35.75 

$38.00 

21   25 

23.50 

37.25 

39.75 

22.75 

25.25 

39.75 

42.25 

25.25 

27.75 
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F-5989  — The  "Dover" 

RECESS— BACK   AND    ENDS. 

F-5989  includes  -Wolffs"  Enameled  Iron  Roll-Edge  Recess 
Lavatory  The  "Dover"  with  Oval  Bowl  and  Apron  Cast  in  One 
Piece,  12  inch  High  Separate  Enameled  Roll  Rim  Back  and 
two  Ends,  Large  Patent  Overflow  with  removable  Cast  Brass 
Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stopper,  Nickel 
Plated  special  Cast  Brass  Trap  with  Vent,  two  No.  0  Nickel 
Plated  Fuller  Faucets  and  two  Iron  Pipe  Size  Brass  Supply- 
Pipes  with  Air  Chambers. 

DIMENSIONS: 
Size  of  Lavatory,  21x24  inches;   Oval  Bowl,  12x15  inches;    Back,  12  inches. 
Size  of  Lavatory,  21x30  inches;   Oval  Bowl,  12x15  inches; 

PRICES: 
21  x24  Complete  as  described,       - 

Same,  less  Faucets,  Supplies  and  Trap, 
21  x30  Complete  as  described,       -"-.-- 
Same,  less  Faucets,  Supplies  and  Trap, 
The  above  is  regularly  made  in  two  sizes,  viz.:  to  fit  recess  24  and  30  inches; 
but  if  sufficient  time  is  given,  special  sizes  between  24  and  30  inches  long  can  be 
made  to  order. 

NOTE: — We  do  not  guarantee  to  make  above  in  special  sizes  to  fit  a  built 
recess.     Recess  should  be  made  to  fit  slab. 

Our    Guarantee     Label     is    put    on    all    of     our     Lavatories. 
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25.50 

$35.25 
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F-5992— The  "Ohio" 

ROLL-RIM   ALL  AROUND. 

F-5992  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Ohio"  with  Roll-Rim  on  all  sides,  Columbian  Bowl  and 
Apron  Cast  in  One  Piece,  Enameled  Brackets,  Large  Patent 
Overflow  with  removable  Cast  Brass  Strainer,  Nickel  Plated 
Plug,  Coupling  and  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast 
Brass  Trap  with  Vent  and  two  No.  35  Heavy  Pattern  Nickel 
Plated  Compression  Faucets  with  China  Indexes. 

DIMENSIONS: 

Lavatory,  inches,  18x24  20x24  21r/2x27  21^x30 

Columbian  Bowl,  inches,  12x15  12x15  13x17  13x19 

ENAMELED  ENAMELED 

PRICES:  outside  all  over 

18     x  24  Complete  as  described,    -----  $19.00  $21.00 

Same,  less  Faucets  and  Trap,           -  12.50  14.50 

20     x 24  Complete  as  described,    -----  20.00  22.25 

Same,  less  Faucets  and  Trap,           -  13.50  15.75 

21^x27  Complete  as  described,    -----  24.00  26.50 

Same,  less  Faucets  and  Trap,           -        -         -  17.50  20.00 

21^x30  Complete  as  described,             -  26.50  29.50 

Same,  less  Faucets  and  Trap,           -  20.00  23.00 

Brackets  are  made  to  allow  about  1  lA  inches  between  wall  and  roll-rim. 

If  with  Century  Waste,  add  $3.50. 

The  20  inch  and  21 %  inch  wide  Lavatories  can  be  furnished  with  Ideal  Waste, 
add  $4.00. 

If  with  two  Enameled  Legs  with  Wall  Pieces  in  place  of  Brackets,  add  $2.00. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our      Guarantee      Label      is     put     on     all      of     our      Lavatories. 
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F-5993  — The  "Ohio" 

ROLL-RIM    ALL  AROUND. 

F-5993  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Ohio"  with  Roll-Rim  on  all  sides,  Columbian  Bowl  and 
Apron  Cast  in  One  Piece,  Enameled  all  over  Special  Leg 
with  Wall  Braces,  Large  Patent  Overflow  with  removable  Cast 
Brass  Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stop- 
per, \%  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent  and  two 
No.  35  Heavy  Pattern  Nickel  Plated  Compression  Faucets 
with  China  Indexes. 

DIMENSIONS: 


Lavatory,  inches, 
Columbian  Bowl,  inches, 


18x24 
12x15 


20x24 


18     x  24  Complete  as  described,    - 

Same,  less  Faucets  and  Trap, 

20  x  24  Complete  as  described,    - 

Same,  less  Faucets  and  Trap, 
21^x27  Complete  as  described,    - 

Same,  less  Faucets  and  Trap, 

21  *Ax  30  Complete  as  described, 

Same,  less  Faucets  and  Trap, 

Wall  Braces  are  made  to  allow  about  1  %  inches  between  wall  and  roll-rim. 

If  with  Century  Waste,  add  $3.50. 

20  and  21  lA  inch  Lavatories  can  be  furnished  with  Ideal  Waste,  add  $4.00. 

Our      Guarantee      Label      is     put     on     all     of     our      Lavatorie; 


^x27 

21^x30 
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13     xl9 
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ENAMELED 

OUTSIDE 

ALL  OVER 

$21.50 

$23.50 

15.00 

17.00 

22.50 

24.75 

16.00 

18.25 

26.50 

29.00 

20.00 

22.50 

29.00 

32.00 

22.50 

25.50 
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F-5994  — The  "Essex" 

WITH    CONCEALED   WALL    HANGER. 

F-5994  includes  •'Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Essex"  with  Columbian  Bowl,  Apron  and  Roll-Edge 
Back  Cast  in  One  Piece,  Concealed  Wall  Hanger,  Large 
Patent  Overflow  with  removable  Nickel  Plated  Cast  Brass 
Strainer,  Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel 
Plated  Cast  Brass  Trap  with  Vent,  two  Nickel  Plated  Gielow 
Self-Closing  Faucets  and  two  Nickel  Plated  Iron  Pipe  Size 
Brass  Supply  Pipes  with  Air  Chambers. 

DIMENSIONS: 
Size  of  Lavatory,  18x21  inches;  Bowl,  11x15  inches;  Back,  8  inches. 


PRICES: 


Complete  as  described,  - 

Same,  less  Faucets,  Supplies  and  Trap, 


$22.25     $24.25 
10.25      12.25 


If  without  Air  Chambers  on  Supplies,  deduct  $1.50. 

If  with  Enameled  Iron  Brackets  instead  of  Concealed  Wall  Hanger,  add  $1.00. 

For  other  Faucets,  Supplies  and  Traps,  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our    Guarantee     Label    is  put    on  all   of    our   Lavatories. 
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F-5995—  The  "Essex" 

WITH  CONCEALED  WALL  HANGER,  CENTURY  WASTE. 

F-5995  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Essex"  with  Columbian  Bowl,  Apron  and  Roll  Edge 
Back  Cast  in  One  Piece,  Concealed  Wall  Hanger.  Nickel 
Plated  Century  Waste,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  Nickel  Plated  Gielow  Self  Closing  Faucets  and  two 
Nickel  Plated  Iron  Pipe  Size  Brass  Supply  Pipes  with  Air 
Chambers. 

DIMENSIONS: 


Size  cf  Lavatory,  1 


3x21  inches;  Bowl,  11x15  inches;  Back,  8  inches. 

ENAMELED  ENAME 

PRICES:  outside  all  c 


Complete  as  described,  - 

Same,  less  Faucets,  Supplies  and  Trap, 


$25.75 
13.75 


S27.75 
15.75 


If  without  Air  Chambers  on  Supplies,  deduct  $1.50. 

If  with  Enameled  Iron  Brackets  instead  of  Concealed  Wall  Hanger,  add  $1.00. 

For  other  Faucets,  Supplies  and  Traps,  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction ;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 


When  order 
Our     Guarantee 


ng  or  specifying  give  Catalogue  number  and  size. 

Label     is    put    on    all     of     our     Lavatories. 
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F-5996  - 

IDEAL   WASTE- 


-The    "Atlas" 

-NON-SYPHONING   TRAP. 


F-5996  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Atlas"  for  corner,  with  Ideal  Bowl  and  Roll-Edge 
Back  Cast  in  One  Piece,  Nickel  Plated  Large  Diameter 
Ideal  Waste,  Nickel  Plated  Cast  Brass  Non-Syphoning 
Trap,  two  No.  30  Nickel  Plated  Compression  Faucets  with  China 
Indexes  and  two  Nickel  Plated  Iron  Pipe  Size  Brass  Supply 
Pipes. 

DIMENSIONS: 
Length  on  Side,  20  inches;  Bowl,  12x15  inches;  Height  of  Back,  1  0  inches. 

PRICES: 

Lavatory,  complete  as  described,  - 

Same,  with  Large  Diameter  Ideal  Waste, 
less  Trap,  Faucets  and  Supply  Pipes, 
Same  with  Century  Waste, 

less  Trap,  Faucets  and  Supply  Pipes, 
Same,  with  Patent  Overflow, 

less  Trap,  Faucets  and  Supply  Pipes, 

Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,  is  self-scouring 

and  does  not  require  back-venting.     It  can  be  fitted  to  any  of  our  Lavatories. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

Our     Guarantee      Label     is    put    on     all     of    our     Lavatories. 
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F-5997 — The    'Aberdeen" 

HEIGHT  OF   BACK    8   INCHES. 

F-5997  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Aberdeen"  for  corner,  with  Columbian  Bowl,  Roll-Edge 
Back  and  Apron  Cast  in  One  Piece,  Nickel  Plated  Brass  Soap 
Cup,  Patent  Overflow  with  removable  Cast  Brass  Strainer, 
Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent,  two  No.  30  Nickel  Plated  Compres- 
sion Basin  Cocks  and  two  Nickel  Plated  Iron  Pipe  Size  Brass 
Supply  Pipes. 

DIMENSIONS: 
Length  on  Side,  19  inches;  Bowl,  11x15  inches;  Height  of  Back,  8  inches. 


PRICES:  outside  all  over 

Complete  as  described,  _____        $19.25  $21.25 

Same,  less  Faucets,  Supply  Pipes  and  Trap,  -  10.75  12.75 

If  with  Century  Waste,  add  $3.50. 

For  other  Faucets,  Supplies  and  Traps  see  pages  123  to  146. 

Our     Guarantee     Label     is    put    on    all    of     our     Lavatories. 
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F-5998  — The  "Newton" 

HEIGHT   OF    BACK,    6    INCHES. 

F-5998  includes  -'Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Newton"  for  corner,  with  Columbian  Bow!  and  Roll- 
Edge  Back  and  Apron  Cast  in  One  Piece,  Large  Patent 
Overflow  with  removable  Nickel  Plated  Cast  Brass  Strainer, 
Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent,  two  No.  30  Nickel  Plated  Com- 
pression Faucets  and  two  Nickel  Plated  Iron  Pipe  Size  Brass 

Supply  Pipes. 

DIMENSIONS: 
Length  on  Side,  16  inches:  Bowl,  11x14  inches;  Height  of  Back,  6  inches. 


$18.50  $20.50 

10.00  12.00 


PRICES: 
Complete  as  described,      '  _____ 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 

If  with  Century  Waste,  add  $3.50. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee      Label      is    put     on    all     of    our     Lavatories. 
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F-5999  —  The  "Austin" 

height  of  back,  6lA  inches. 
F-5999  includes  "Wolff's"  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Austin"  for  corner,  with  Columbian  BowL  Roll-Edge 
Back  and  Apron  Cast  in  One  Piece,  Nickel  Plated  Patent 
Overflow  with  removable  Nickel  Plated  Cast  Brass  Strainer, 
Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent,  two  No.  30  Nickel  Plated  Compres- 


sion  Faucets  and 
Supply  Pipes. 


two    Nickel    Plated    Iron    Pipe   Size   Brass 


Length  on  Side,  19  inches 


DIMENSIONS: 
Bowl,  11x14  inches  ;    Height  of  Back, 


Complete  as  described,  - 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 


$18.75 
10.25 


$20.75 
12.25 


If  with  Century  Waste,  add  $3.50. 

For  other  Faucets,  Supplies  and  Traps  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction ;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put    on    all    of    our     Lavatories- 
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F-6003  —  The  "Madison" 

WITH   CONCEALED  WALL   HANGER. 

F-6003  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Madison"  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  Nickel  Plated  Brass  Soap  Cup,  Patent 
Overflow  with  removable  Nickel  Plated  Cast  Brass  Strainer, 
Cast  Brass  Plug  with  Rubber  Stopper,  two  Nickel  Plated  Gielow 
Self-closing  Faucets  with  Nickel  Plated  Iron  Pipe  Size  Brass 
Supply  Pipes,  with  Air  Chambers  and  \%  inch  adjustable  Nickel 
Plated  Cast  Brass  Trap  with  Vent. 

MADE    IN    TWO    SIZES: 

Size  cf  Slab,  16x19  inches;    Bowl,  11x14  inches;   Height  of  Back,     6  inches. 
Size  of  Slab,  18x21  inches;    Bowl,  11x15  inches;   Height  of  Back,     8  inches. 


16x  19  Complete  as  described,        -----         $18.50  $21.00 

1  8  x  2  1  Complete  as  described,       -----  19.25  22.00 

If  with  Century  Waste,  add  $3.50. 

If  with  Brackets  instead  of  Concealed  Wall  Hangers,  add  50  cents. 

For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our    Guarantee      Label      is    put    on     all     cf    our      Lavatories 
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F-6005  —  The  "Madison" 

WITH    CONCEALED   WALL   HANGER. 

F-6005  includes  "Wolff  s"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "  Madison  "  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  Nickel  Plated  Brass  Soap  Cup,  Patent 
Overflow  with  removable  Nickel  Plated  Cast  Brass  Strainer, 
Cast  Brass  Plug  with  Rubber  Stopper,  two  Nickel  Plated  Fuller 
Faucets  (F-485),  Nickel  Plated  Iron  Pipe  Size  Brass  Supply- 
Pipes  with  Air  Chambers,  \%  inch  Cast  Brass  Nickel  Plated 
Trap  with  Vent. 

MADE    IN    TWO    SIZES! 

Size  cf  Slab,  16x19  inches;  Bowl,  11x14  inches;    Height  of  Back,  6  inches. 
Size  cf  Slab,  18x21  inches;    Bowl,  11x15  inches;    Height  of  Back,  8  inches. 


PRICES: 


ENAMELED 
INSIDE 

ENAMELED 
ALL  OVER 

$16.00 
6.50 
16.75 
7.25 

$18.50 
9.00 
19.50 

10.00 

16x  19  Complete  as  described,       -   '    - 

Same,  less  Faucets,  Trap  and  Supplies, 
18x21  Complete  as  described,        - 

Same,  less  Faucets,  Trap  and  Supplies, 

If  with  Century  Waste,  add  $3.50. 

If  with  Brackets  instead  of  Concealed  Wall  Hangers,  add  50  cents. 

For  other  Faucets,  Traps  and  Supplies  see  pages  1  23  to  146. 


When  ordering  or  specifyin 
Guarantee     Label     is 


give  Catalogue  number  and  size. 
)ut    on    all    of     our     Lavatories. 
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F-6006  —  The  "Alpena" 

WITH    ENAMELED    BRACKETS. 

F-60C6  includes  "Wolff  s"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Alpena"  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  with  Brackets,  Large  Patent  Overflow 
with  removable  Nickel  Plated  Cast  Brass  Strainer,  with 
Cast  Brass  Plug  and  Rubber  Stopper,  \%  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent,  two  Nickel  Plated  Compression 
Faucets  and  two  Iron  Pipe  Size  Brass  Supply  Pipes. 

DIMENSIONS 

Size  of  Slabs,  1  8  x  24,  20  x  24  and  22  x  27  inches;  Size  of  Bowls,  11x15  inches; 

Height  of  Backs,    10  inches. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

18x24— Complete  as  described,     -----  $19.00  $21.75 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     -  1  1 .50  14.25 

20x24— Complete  as  described,     -----  20.50  23.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     -  13.00  16.00 

22x27— Complete  as  described,     -----  24.50  27.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     -  17.00  20.00 

20  and  22  inch  wide  Lavatories  can  be  furnished  with  Ideal  Waste. 

If  with  Concealed  Wall  Hangers  instead  of  Brackets,  deduct  50c. 

If  with  Century  Waste,  add  $3.50. 

For  Lavatories  set  up  in  batteries  see  pages  82  to  1  0  1 . 

Our  complete  Lavatories  give  best  satisfaction  ;   all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on    all     of     our     Lavatories. 
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F-6007  — The  "Alpena" 

WITH    CONCEALED   WALL    HANGER. 

F-6007  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Alpena"  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  with  Concealed  Wall  Hanger,  Large 
Patent  Overflow,  removable  Nickel  Plated  Cast  Brass  Strainer 
with  Cast  Brass  Plug  and  Rubber  Stopper,  \%  inch  Nickel 
Plated  Cast  Brass  Trap  with  Vent,  two  No.  0  Nickel  Plated 
Fuller  Faucets  and  two  Iron  Pipe  Size  Brass  Supply  Pipes 
with  Air  Chambers. 

DIMENSIONS: 

Size  of  Slabs,  18x24,  20x24  and  22 x  27  inches;  Size  of  Bowls,  11x15  inches; 

Height  of  Backs,    10  inches. 

PRICES  : 

18x24 — Complete  as  described,     - 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 
20x24 — Complete  as  described,     - 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 
22x27 — Complete  as  described,     - 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 

If  with  Enameled  Brackets,  add  50c. 

If  with  Century  Waste,  add  $3.50. 

For  Lavatories  set  up  in  batteries  see  pages  82  to  101. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all     of    our     Lavatories. 
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F-6008  — The      Alpena" 

WITH    BRASS     BRACKETS. 

F-6008  includes  "Wolff's"  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Alpena"  with  Ideal  Bowl  and  Roll-Edge  Back  Cast 
in  One  Piece,  two  Nickel  Plated  No.  11  Cast  Brass 
Brackets,  Nickel  Plated  Large  Diameter  Ideal  Waste,  Nickel 
Plated  Cast  Brass  Non-Syphoning  Trap,  two  No.  35  Heavy 
Pattern  Compression  Faucets  and  two  Iron  Pipe  Size 
Brass  Supply   Pipes. 

DIMENSIONS: 

Size   of  Slabs,    20x24   and    22x27   inches;   Size    cf    Bowls,    11x15    inches; 

Height  of  Backs,    10  inches. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

20x24— Complete  as  described,     -----  $37.00  $40.00 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  2  1 .00  24.00 

22x27— Complete  as  described,     -        -        -        -        -  41.00  44.00 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  25.00  28.00 

F-6008  can  also  be  furnished  in    18x24  inch   size  with    Patent   Overflow  or 

Century  Waste. 

Can  be  furnished  with  Enameled  Brackets  or  with  Concealed  Wall  Hanger. 

For  Lavatories  set  up  in  batteries  see  pages  81  to  101. 

Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,  is  self-scouring 

and  does  not  require  back-venting.      It  can  be  fitted  to  any  of  our  Lavatories. 

For  other  Faucets,  Supplies  and  Traps  see  pages  1  23  to  146. 

Our      Guarantee      Label      is     put      on     all      of     our      Lavatories. 


L.  WOLFF    MANUFACTURING    COMPANY 


F-6009  — The  '  Alpena" 

WITH    BRASS    BRACKETS. 

F-6009  includes  "Wolffs"  Enameled  Iron  Roll  Edge  Lava- 
tory The  "Alpena"'  with  Columbian  Bowl  and  Roll-Edge  Back 
Cast  in  One  Piece,  two  Nickel  Plated  No.  11  Cast  Brass 
Brackets,  Nickel  Plated  Century  Waste,  Nickel  Plated  Cast 
Brass  Non-Syphoning  Trap,  two  No.  35  Heavy  Pattern 
Compression  Faucets  and  two  Iron  Pipe    Size    Brass  Supply 

Pipes. 

DIMENSIONS: 

Size  of  Slabs,  1 8  x  24,  20  x  24  and  22  x  27  inches;  Size  of  Bowls,  11x15  inches; 

Height  of  Backs,    10  inches. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

1 8  x 24— Complete  as  described,     -----  $34.50  $37.25 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  18.50  21.25 

20x24— Complete  as  described,     -----  36.00  39.00 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  20.00  23.00 

22x27— Complete  as  described,     -----  40.00  43.00 

Same,  less  Faucets,  Supply  Pipes  and  Trap,   -  24.00  27.00 

Can  be  furnished  with  Enameled  Brackets  or  with  Concealed  Wall  Hanger. 

For  Lavatories  set  up  in  batteries  see  pages  81  to  101. 

Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,  is  self-scouring 

and  does  not  require  back-venting.     It  can  be  fitted  to  any  of  our  Lavatories. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
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F-6010 

8    INCH    BACK  —  WITH    CONCEALED   WALL    HANGER. 

F-6010  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner  with  Columbian  Bowl  and  Roll-Edge  Back  Cast  in 
One  Piece,  Nickel  Plated  Brass  Soap  Cup,  Patent  Overflow 
with  removable  Nickel  Plated  Cast  Brass  Strainer,  Cast 
Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast 
Brass  Trap  with  Vent,  two  No.  0  Nickel  Plated  Fuller  Faucets 
(F-485)  and  two  Nickel  Plated  Iron  Pipe  Size  Brass  Supply 
Pipes  with  Air  Chambers. 


Length  on  Side,    19  inches 


DIMENSIONS: 
Bowl,   11x15  inches  : 


Height  of  Back,  8  inches. 


NAMELED 

ENAMELED 

INSIDE 

ALL  OVER 

$17.75 

$19.75 

8.25 

10.25 

PRICES. 

Complete  as  described,  _____ 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 

If  without  Air  Chambers  on  Supplies,  deduct  $  1 .50. 
When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put    on    all     of    our     Lavator 
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WITH    8-INCH    BACK— 


F-601  1 

/ITH    CONCEALED  WALL    HANGER   AND   CENTURY  WASTE. 


F-601 1  includes  "Wolffs"  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner,  with  Columbian  Bowl  and  Roll-Edge  Back  Cast 
in  One  Piece,  Nickel  Plated  Brass  Soap  Cup,  Nickel  Plated 
Century  Waste,  \%  inch  Nickel  Plated  Cast  Brass  Trap  with 
Vent,  two  No.  0  Nickel  Plated  Fuller  Faucets  (F-485)  and  two 
Nickel  Plated  Iron  Pipe  Size  Brass  Supply  Pipes  with  Air 
Chambers. 

DIMENSIONS: 
Length  on  Side,  1 9  inches ;  Bowl,  11x15  inches ;  Height  of  Back,  8  inches. 

PRICES: 

Complete  as  described,  - 

Same,  with  Century  Waste,  less  Faucets,  Supply 
Pipes  and  Trap,  _____ 

If  without  Air  Chambers  on  Supplies,  deduct  $1 .50. 
For  other  Faucets,  Supplies  and  Traps  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction ;   all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put    on    all     of     our     Lavatories. 

5i 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$21.25 

$23.25 

11.75 

13.75 

L.  WOLFF    MANUFACTURING    COMPANY 


F-6012 

10    INCH    BACK — WITH    CONCEALED   WALL    HANGER. 


F-6012  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner  with  Columbian  Bowl  and  Roll-Edge  Back  Cast 
in  One  Piece,  Nickel  Plated  Cast  Brass  Century  Waste, 
\\(  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent,  two 
Nickel  Plated  No.  0  Fuller  Faucets  ( F-485)  and  two  Nickel 
Plated  Iron  Pipe  Size   Brass  Supply  Pipes  with  Air  Chambers. 

DIMENSIONS: 
Length  on  Side,  20  inches;    Ecwl,    12x15  inches; 


Height  of  Back,    10  inches. 


Complete  as  described,  .         -        -        -        - 
Same,  less  Faucets,  Supply  Pipes  and  Trap, 


$23.50 
14.00 


$25.50 
16.00 


If  without  Century  Waste,  deduct  $3.50. 

If  without  Air  Chambers  on  Supplies,  deduct  $1 .50. 

For  other  Faucets,  Supplies  and  Traps  see  pages  123  to  146. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our      Guarantee      Label     is     put    on     all      of     our      Lavatories. 
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F-6014 

WITH    CONCEALED   WALL    HANGER. 
MADE    IN    TWO    SIZES: 

6  and  b1*  inch  Backs. 

F-6014  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner  with  Columbian  Bowl  and  Roll-Edge  Back  Cast 
in  One  Piece,  Nickel  Plated  Brass  Soap  Cup,  Patent  Overflow 
with  removable  Nickel  Plated  Cast  Brass  Strainer,  Cast 
Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast 
Brass  Trap  with  Vent,  two  Nickel  Plated  Fuller  Faucets  (F-485) 
and  Nickel  Plated  Iron  Pipe  Size  Brass  Supply  Pipes,  with 
Air  Chambers. 

DIMENSIONS: 
Length  on  Side,  16H>  inches;  Bowl,  10x14  inches;  Height  of  Back,   6      inches. 
Length  on  Side,  19      inches;  Bowl,  11x15  inches;  Height  of  Back,   b%  inches. 


PRICES: 

1  bYz  inches  on  side,  complete  as  described,    - 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     - 
19  inches  on  side,  complete  as  described, 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 

If  with  Century  Waste,  add  S3.50. 
If  without  Air  Chambers  on  Supplies,  deduct  $  1 .50. 
When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put     on    all    of    our     Lavator 


$16.50  $18.50 

7.00  9.00 

17.25  19.25 

7.75  9.75 
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F-601  5 

F-6015  includes  "Wolff's"'  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner  with  Round  Bowl  and  Roll-Edge  Back  Cast  in 
One  Piece,  Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch 
Nickel  Plated  Cast  Brass  Trap  with  Vent  to  wall,  two  Nickel 
Plated  (F-31 1 )  Compression  Faucets  and  two  Nickel  Plated  Iron 
Pipe  Size  Brass  Supply   Pipes. 

DIMENSIONS: 

Length  on  Side,   15  inches;  Diameter  of  Bowl,    12  inches; 

Height  of  Back,  5  inches. 


PR  ICES: 

Complete  as  described,     ----- 
Same,  less  Faucets,  Trap  and  Supplies,    - 


12. CO  13.00 

5. CO  6.00 


When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee     Label     is    put    on    all     of     our     Lavatories. 
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F-6017 

F-6017  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Round  Bowl  and  Roll-Edge  Back  Cast  in  One  Piece. 
Cast  Brass  Plug  with  Rubber  Stopper,  1  %  inch  Nickel  Plated 
Cast  Brass  Trap  with  Vent  to  wall,  two  Nickel  Plated  (F-31 1) 
Compression  Faucets  and  two  Nickel  Plated  Iron  Pipe  Size 
Brass  Supply  Pipes. 

DIMENSIONS: 

Size  of  Slab,    14  inches:  Diameter  cf  Bowl,    12  inches; 

Height  of  Back,   5  inches. 


PRICES: 

Complete  as  described,      -        -  -        - 

Same,  less  Faucets,  Trap  and  Supplies,    - 


AMELED 

ENAMELED 

INSIDE 

ALL  OVER 

12.00 

$13.00 

5.00 

6.00 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on    all     of    our     Lavatories. 
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n 


F-6038 

F-6038  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Bowl  and  Back  Cast  in  One  Piece,  Large  Patent 
Overflow,  Nickel  Plated  Cast  Brass  Plug,  Coupling  and  Rubber 
Stopper. 

DIMENSIONS: 
Length  of  Back,  13  inches;  Diameter  of  Bowl,  12  inches. 


Complete  as  described,  enameled  inside, 
Complete  as  described,  enameled  all  over, 


$4.00 
5.00 


For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 
When  ordering  or  specifying  give  Catalogue  number  and  size. 


Our     Guarantee     Label     is     put     on     all     of     our     Lavatories. 
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F-6039 

FOR   CORNER. 


F-6039  includes  "  Wolff  s"  Enameled  Iron  Roll-Edge  Lava- 
tory and  Bowl  for  corner  with  Backs  Cast  in  One  Piece,  with 
Patent  Overflow,  Nickel  Plated  Brass  Coupling  and  Rubber  Stopper. 

DIMENSIONS: 
Length  on  Side,  12^  inches:   Diameter  of  Bowl,  12  inches. 


PRICES: 

Complete  as  described,  enameled  inside, 
Complete  as  described,  enameled  all  over, 


$4.00 

5.00 


For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put     on    all     of    our     Lavatories. 
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n 


F-6040 

F-6040  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Bowl  and  Back  Cast  in  One  Piece,  Large  Patent 
Overflow,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stopper  and 
Nickel  Plated  Self-Closing  Faucet. 

DIMENSIONS: 
Length  of  Back,   13  inches;   Diameter  cf  Bowl,  12  inches. 


PRICES' 

Complete  as  described,  enameled  inside,         - 
Complete  as  described,  enameled  all  over,      - 

If  less  Faucet,  deduct  $2.00. 


$6.00 
7.00 


For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 
When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our    Guarantee     Label    is   put    on   all   of    our    Lavatoi 
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F-6041 

FOR    PRISON    USE. 

F-6041  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Bowl  and  Back  Cast  in  One  Piece,  Nickel  Plated 
Plug,  Coupling  and  Rubber  Stopper,  Special  Nickel  Plated  Self- 
Closing  Faucet  and  Nickel  Plated  Brass  Waste  Pipe  to  wall. 

DIMENSIONS: 

Length  of  Back,  14-1 2  inches;  Front  to  Wall,  12  inches;  Height  of  Back,  4  inches; 

Bowl,    11x13  inches. 


PRICES: 
Complete  as  described,     ----- 
Complete  as  described,  with  patent  overflow, 


$6.50  $7.50 

7.00  3.00 


If  less  Faucet  and  Waste  Pipe,  deduct  $2.75. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all     of    our     Lavatories. 
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F-6044 

WITH    OVAL    BOWL. 

F-6044  includes  "  Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Oval  Bowl  and  Back  Cast  in  One  Piece,  Large 
Patent  Overflow  with  removable  Nickel  Plated  Cast  Brass 
Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stopper, 
\%  inch  Nickel  Plated  Cast  Brass  Trap  and  two  No.  35 
Heavy   Pattern  Compression  Faucets. 

DIMENSIONS: 
Length  of  Back,  19  inches;  Bowl,  11x14  Inches. 


PRICES: 
Complete  as  described,    ----- 
Same,  less  Faucets  and  Trap, 


$13.50  $16.00 

7.00  9.50 


For  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 


When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on    all     of     our      Lavatories. 
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F-6046 

OVAL  BOWL  FOR  CORNER. 

F-6046  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Oval  Bowl  and  Backs  Cast  in  One  Piece,  Large 
Patent  Overflow  with  removable  Nickel  Plated  Cast  Brass 
Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber  Stopper, 
ll4  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent  and  two 
No.  0  Nickel  Plated  Fuller  Faucets. 

DIMENSIONS: 
Length  on  Side,  15  inches;  Bowl,  11x14  inches. 


PRICES: 

Complete  as  described,  enameled  inside,        - 
Complete  as  described,  enameled  all  over,      -     -  - 

If  less  Faucets  and  Trap,  deduct  $5.50. 


-      $12.50 

15.00 


For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 


"When  ordering  or  specifying  give  Catalogue  number  and  size, 

Our     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
6i 


L.  WOLFF    MANUFACTURING    COMPANY 


F-6048 

WITH    COLUMBIAN    EOWL. 

F-6048  includes  "  Wolff  s"  Enameled  Iron  Roll-Edge  Lava- 
tory with  Columbian  Bowl  and  Back  Cast  in  One  Piece, 
Large  Patent  Overflow  with  removable  Nickel  Plated  Cast 
Brass  Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber 
Stopper,  \l4  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent 
and  two    No.    35  Heavy  Pattern  Compression  Faucets. 

DIMENSIONS: 

Length  of  Back,  21  inches;  Bowl,  11x14  inches. 

PRICES: 


Complete  as  described,  enameled  inside,         - 
Complete  as  described,  enameled  all  over,      - 

If  less  Faucets  and  Trap,  deduct  $6.50. 


$13.50 
16.00 


"Columbian"  Shaped  Basin  is  a  new  and  original  design.  In  shape 
it  is  a  combination  of  the  regular  oval  and  straight  back  Basins.  It  is  roomier 
than  either,  will  keep  cleaner,  and  will  empty  more  rapidly  than  any  other  Basin 
now  in  use. 

For  Faucets,  Supply  Pipes  and  Traps  see  pages  1  23  to  146. 


When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put     on    all     of    our     Lavatories. 
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F-6049 

FOR    CORNER. 

F-6049  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory for  corner  with  Columbian  Bowl  and  Backs  Cast  in  One 
Piece,  Large  Patent  Overflow  with  removable  Nickel  Plated 
Cast  Brass  Strainer,  Nickel  Plated  Plug,  Coupling  and  Rubber 
Stopper,  \%  inch  Cast  Brass  Trap  and  two  Nickel  Plated 
No.  0  Fuller  Faucets. 

DIMENSIONS: 
Length  on  Side,  15  inches;  Bowl,  11x14  inches. 


PRICES: 

Complete  as  described,  enameled  inside,         - 
Complete  as  described,  enameled  all  over,      - 

If  less  Faucets  and  Trap,  deduct  $5.50. 


$12.50 
14.50 


"Columbian"  Shaped  B  as  i  n  is  a  new  and  original  design.  In  shape  it 
is  a  combination  of  the  regular  oval  and  straight  back  Basins.  It  is  roomier  than 
either,  will  keep  cleaner,  and  will  empty  more  rapidly  than  any  other  Basin  now 
in  use. 

For  Faucets,  Supply  Pipes  and  Traps  see  pages   123  to   146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put    on    all     of    our     Lavatories. 
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F-6054 — The  "Albany" 

SPECIAL   UNDER    ROLL-RIM. 

F-6054  includes  "  Wolff's"  Enameled  Iron  Special  Under 
Roll-Rim  Lavatory  The  "Albany"  with  Columbian  Bowl  Cast 
in  One  Piece,  Separate  Enameled  Iron  Roll  Rim  Back,  Iron 
Brackets,  Large  Patent  Overflow  with  removable  Nickel  Plated 
Cast  Brass  Strainer,  Nickel  Plated  Cast  Brass  Plug  with 
Rubber  Stopper,  \%  inch  Nickel  Plated  Cast  Brass  Trap  with 
Vent,  two  Nickel  Plated  Extra  Pattern  Compression  Faucets  and 
two  Nickel  Plated  Iron  Pipe  Size  Brass  Supply  Pipes. 

DIMENSIONS 

Size  cf  Lavatory,  18x24  inches;  Height  of  Back,  12  inches: 

Size  of  Bowl,  11x15  inches. 


Complete  as  described,  - 

Same,  less  Faucets,  Supply  Pipes  and  Trap, 


$20.50 
13.00 


$23.00 
15.50 


Note: — The  "Albany"- Lavatory  can   be  furnished  with  end   piece  if  desired; 

add  for  same  to  above  lists  $2.00  :  when  ordering  be  particular 

to  state  whether  Right  or  Left  Hand  End. 

Enameled  All  Over  Lavatories  are  furnished  with  Enameled  Brackets. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  1  23  to  146. 

For  "Albany"  Lavatory  set  up  in  Batteries  see  page  96. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our    Guarantee      Label      is     put     on     all     of    our      Lavatories. 
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F-6056 — The  "Albany" 

F-6056  includes  "Wolff's"  Enameled  Iron  Special  Under 
Roll-Rim  Lavatory  The  "Albany"  with  Columbian  Bowl  Cast 
in  One  Piece,  separate  Enameled  Iron  Roll-Rim  Back,  Iron 
Brackets,  Nickel  Plated  Cast  Brass  Century  Waste,  \%  inch 
Nickel  Plated  Cast  Brass  Trap  with  Vent,  two  Nickel  Plated 
Extra  Pattern  Compression  Faucets  and  two  Nickel  Plated  Iron 
Pipe  Size  Brass  Supply  Pipes. 

DIMENSIONS: 

Size  of  Lavatory,    1  8  x  24  inches  ;    Height  of  Back,    1  2  inches  ; 

Size  of  Bowl,    11x15  inches. 


PRICES: 
Complete  as  described,  ______        £24.00  $26.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,  -  16.50  19.00 

Note: — The  "Albany'"    Lavatory  can  be  furnished  with  end  piece  if   desired; 
add  for  same  to  above  lists  S2.00  :  when  ordering  be  particular 
to  state  whether  Right  or  Left  Hand  End. 

Enameled  All  Over  Lavatories  are  furnished  with  Enameled  Brackets. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

For  "Albany"  Lavatory  set  up  in  Batteries  see  page  96. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
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F-6058  —  The   "Amboy" 

F-6058  includes  ''Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Amboy"  with  Oval  Bowl  Cast  in  One  Piece,  Separate 
Enameled  Iron  Roll-Edge  Back,  two  Nickel  Plated  No.  11  Cast 
Brass  Brackets,  Large  Patent  Overflow  with  removable  Nickel 
Plated  Cast  Brass  Strainer,  Nickel  Plated  Cast  Brass  Plug 
with  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast  Brass  Trap 
with  Vent,  two  No.  30  Nickel  Plated  Compression  Faucets  and  two 
Nickel  Plated  Iron  Pipe  Size   Brass  Supply  Pipes. 

DIMENSIONS: 

Size  cf   Lavatory,    16x20  and   18x24  inches;    Height   of   Back,    10'j  inches; 

Size  of  Bowl,    1  1  x  1 4  and   12x15  inches. 


S24.00 
15.50 
26.00 
17.50 


PRICES:  inside 

16x20— Complete  as  described,     -----  $21.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  13.00 

18x24— Complete  as  described,      -----  23.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  1  5.  CO 

If  with  Iron  Brackets  instead  cf  Brass,  deduct  $4.00. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on    all     of    our     Lavatories. 
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F-6059  — The    "Alton" 

F-6059  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Alton"  with  Oval  Bowl  Cast  in  One  Piece,  Separate 
Enameled  Iron  Roll-Edge  Back  and  End,  one  Nickel  Plated 
No.  11  Cast  Brass  Bracket,  Large  Patent  Overflow  with  remov- 
able Nickel  Plated  Cast  Brass  Strainer,  Nickel  Plated  Cast 
Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel  Plated  Cast 
Brass  Trap  with  Vent,  two  No.  30  Nickel  Plated  Compression 
Faucets  and  two  Nickel  Plated  Iron  Pipe  Size  Brass  Supply- 
Pipes. 


DIMENSIONS: 
Size   of    Lavatory,    16x20   and  18x24   inches;    Height  of  Back,    10>* 
Size  of  Bowl,   1  1x14  and  12x15  inches. 


inches ; 


PRICES: 


16x20— Complete  as  described,     --._"_._  21.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,    -  1  3.00 

18x24— Complete  as  described,     -----  23.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     -  15.00 


M-L  OVER 

24.00 
15.50 
26.00 
17.50 


The  "Alton"  can  be  furnished  with  Left  Hand  End,  if  desired. 
If  with  Iron  Bracket  instead  of  Brass,  deduct  $2.00. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Guarantee     Label     is    put    on    all     of    our     Lavatories. 
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F-6061  —  The   'Amboy" 

F-6061  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lava- 
tory The  "Amboy"  with  Oval  Bowl  Cast  in  One  Piece,  Separate 
Enameled  Iron  Roll-Edge  Back,  two  Iron  Legs,  Large  Patent  Over- 
flow with  removable  Nickel  Plated  Cast  Brass  Strainer,  Nickel 
Plated  Cast  Brass  Plug  with  Rubber  Stopper,  \%  inch  Nickel 
Plated  Cast  Brass  Trap  with  Vent,  two  No.  30  Nickel  Plated 
Compression  Faucets  and  two  Nickel  Plated  Iron  Pipe  Size 
Brass  Supply  Pipes. 

DIMENSIONS: 

Size  of  Lavatory,    !6x20    and    18x24   inches:    Height  of  Back,    \0x/2  inches: 

Size  of  Bow],    11x14  and   12x15  inches. 


PRICES:  INSIDE  ALL  OVER 

16x20— Complete  as  described,     -----        S20.00  $22.50 

Same,  less  Faucets,  Supply  Pipes  and  T,.l,     -  11.50  14.00 

18x24— Complete  as  described,      -----  22.00  24.50 

Same,  less  Faucets,  Supply  Pipes  and  Trap,     -  13.50  16.00 

The  "Amboy"  Lavatory  can  be  furnished  with  end  piece  if  desired  :  add  for  same 

to  above  lists  $2.00  ;  when  ordering  be  particular  to  state 

whether  Right  or  Left  Hand  End. 

Enameled  All  Over  Lavatories  are  furnished  with  Enameled  Legs; 

Enameled  Inside,  with  Painted  Legs. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label    is    put    on    all    of     our     Lavatories. 
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F-6064  —  The    "Am  boy" 

F-6064  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Lavatory  The 
"Amboy"  with  Soap  Cup  and  Oval  Basin  Cast  in  One  Piece,  10  ^2  inch  High 
Separate  Back,  Patent  Overflow  Strainer,  Chain,  Waste  Plug  and  Coupling 
all  Nickel  Plated,  Rubber  Stopper  and  two  Iron  Brackets, 


Price,  enameled  inside  with  Bronzed  Brackets, 
Price,  enameled  all  over  with  Enameled  Brackets, 

FOR    DIMENSIONS    SEE    BELOW. 


$     9.00 

11.50 


$11.00 
13.50 


F-6065 — The    "Alton" 

Add  for  end  to  the  prices  of  F-6064,  $2.00. 
The  "Alton"  can  also  be  furnished  with  Left  Hand  End,  if  desired. 
DIMENSIONS  (F-6064  and  F-6065.) 
Size  of  each  Section,  -•       16x20    -inches         18x24      inches 

Height  of  Back         -        -  10^  inches  \0lA  inches 

Length  over  all  -        -  20      inches  24      inches 

Size  cf  Basin     -        -        -         11x14      inches         12x15      inches 
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F-6068  —  Enameled    Columbian    Basin 
WOLFF'S  ENAMELED   IRON   BASINS 

WITH     BRASS   OVERFLOW    STRAINER,    PLUG    AND    CHAIN. 

Price,    each        -----------        $5.00 

See  F-6069  sectional  cut. 


F-6069 

Section  of  F-6068. 
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F-6072  — Round 
WOLFF'S    ENAMELED    IRON    ROUND   BOWL 


14  inch — Patent  Overflow, 
14  inch— No  Overflow      - 


$2.25  S3.25 

2.00  3.00 


F-6073-  Oval 
WOLFF'S    ENAMELED    IRON    OVAL    BOWL 

ENAMELED  ENAMELED 

PRICES:                                                  INSIDE  ALL  OVER 

14x17— Patent  Overflow,        ------        $3.00  S4  00 

14x17— No  Overflow,      -------           2.50  3.50 

15x19— Patent  Overflow,        ______           3.25  4.25 

15x19— No  Overflow,     -        -        -        -        -        -        -           3.00  4.00 
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F-6088  —  Enameled  Iron   Hospital  Sink 

Legs  and  Braces  are  made  to  keep  Sink  free  from  wall. 


F-6088  includes  "Wolffs"  Enameled  all  over  Roll  Rim 
Hospital  Sink  with  Brass  Legs  and  Frame  to  wall,  \)+  inch  Nickel 
Plated  Brass  Vented  Trap,  Two  German  Silver  removable  Tilting 
Basins,  two  Supply  Spouts  attached  to  Foot  Pedals,  and  two 
Wolff's  Pedal  Supplies  for  Hot  and  Cold  Water. 

Basins  are   12  inches  in  diameter  x  5  inches  deep. 

Price,  as  described,  "20  x  36  inch  Sink,  _____        $85.00 

Price,  as  described,  20x40  inch  Sink,  _____  86.00 

Price,  as  described,  22x42  inch  Sink,  _____  87.00 

If  with  Enameled  Iron  Legs,  deduct  $5.00. 

F-6088  is  intended  for  use  in  Hospitals,  Medical  Institutions,  and  for  Uni- 
versity use,  where  the  operator's  hands  must  be  kept  antiseptic.  The  water 
supply  of  above  is  entirely  controlled  by  foot  power.  The  Floor  Plates  of  Valve 
Boxes  are  made  of  Bronze  and  Pedals  of  "Duro"-metal. 
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F-6089  —  The      Alabama" 

FOR   HOSPITALS,    SANITARIUMS,    ETC. 

F-6089  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Hos- 
pital Lavatory  The  "Alabama"  with  12  inch  Separate  Back, 
Oval  Basin  and  Enameled  Iron  Legs,  fitted  with  two  Nickel  Plated 
Brass  Spouts.  Nickel  Plated  Brass  Supply  Pipes  to  floor,  Nickel 
Plated  Brass  Large  Diameter  Ideal  Waste  with  Lifting  Rod 
attached  to  Foot  Pedal.  Nickel  Plated  Brass  No.  0  Trap,  Vent 
to  wall,  Waste  to  floor  and  Wolff's  Pedal  Supply  for  Hot  and 
Cold  Water  with  Pedal  for  Waste. 

DIMENSIONS  : 

Size  of  Lavatory,  2  1  yi  x  24  inches;  Bowl,  12x15  inches. 

Size  of  Lavatory,  21  %  x  27  inches;  Bowl,  12x15  inches. 

Size  of  Lavatory,  21^x30  inches;  Bowl,  12x15  inches. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

2\%  x  2 4— Complete  as  described,        -  $52.50  $54.25 

2VA  x  27— Complete  as  described,        -  53.50  55.75 

21^x30— Complete  as  described,        -  54.50  56.75 

If  with  Enameled  Brackets  in  place  of  Legs,  deduct  $2.00. 
F-6089  is  intended  for  use  in  Hospitals,  Medical  Institutions,  and  for  Uni- 
versity use,  where  the  operator's  hands  must   be   kept  antiseptic.     The  Water 
Supply  and  Waste  Valve  of  above  is  entirely  controlled  by  foot  power.     The  Floor 
Plates  of  Valve  Boxes  are  made  of  Bronze  and  Pedals  of  "Duro"-metal. 
Combination  Supply  can  be  furnished  in  place  of  separate  Spouts.     Price  is  same. 
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F-6090  — The    "Alaska" 

FOR    HOSPITALS,    SANITARIUMS,    ETC. 

Legs  and  Braces  are  made  to  keep  Lavatory  free  from  wall,  the  distance  between 
Wall  and  Roll  Rim  being  about  1  Vi  inches. 

F-6090  includes  "Wolff's"  Enameled  Iron  Hospital  Lava- 
tory The  "Alaska"  with  Roll  Rim  on  all  sides,  Oval  Bowl  with 
Patent  Overflow  and  Apron  C  as  t  in  One  Pi  ece  Enameled  Iron 
Legs  with  Braces  to  wall,  Waste  Plug  attached  to  Lifting  Rod, 
with  Cast  Brass  Foot  Pedal,  two  Nickel  Plated  Brass  Spouts, 
\%  inch  Nickel  Plated  Brass  Trap  with  Vent  and  Wolff's  Com- 
bination Pedal  Supply  for  Hot  and  Cold  Water. 

DIMENSIONS: 

Size  of  Lavatory,    18     x  24  inches;  Bowl,  12x15  inches. 

Size  of  Lavatory,  20     x  24  inches;  Bowl,  12x15  inches. 

Size  of  Lavatory,  21^x27  inches;  Bowl,  13x17  inches. 

Size  of  Lavatory,  21  %  x  30  inches;  Bowl,  13x19  inches. 

ENAMELED  ENAMELEO 

PRICES  OUTSIDE  ALL  OVER 

18      x  24— Complete  as  described,    -----     $45.50  $47.50 

20      x  24— Complete  as  described,    -----       46.50  48.50 

2  1  4  x  2 7— Complete  as  described,    -----       50.50  53.00 

21^x30— Complete  as  described,    -----       53.00  55.50 
If  with  Enameled  Brackets  in  place  of  Legs,  deduct  $2.00. 

The  21^x27  and  2  1 %  x  30  inch  sizes  can  be  furnished  with  Large  Diameter 
Ideal  Waste  if  desired;  add  to  above  prices  $4.00. 

F-6090  is  intended  for  use  in  Hospitals,  Medical  Institutions,  and  for  Uni- 
versity use,  v/here  the  operator's  hands  must  be  kept  antiseptic.  The  Water 
Supply  and  Waste  Valves  of  above  is  entirely  controlled  by  foot  power.  The 
Floor  Plates  of  Valve  Box  are  made  of  Bronze  and  the  Pedals  of  "Duro"-metal. 
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F-6091— The    "Arizona" 

FOR   HOSPITALS,    SANITARIUMS,    ETC. 

F-6091  includes  "Wolff's"  Enameled  Iron  Hospital  Lava- 
tory The  "Arizona"  with  Roll  Rim  on  all  sides,  Bowl  and  Apron 
Cast  in  One  Piece,  Enameled  Iron  Legs  with  Braces 
to  wall,  Ovai  Bowl  with  Large  Patent  Overflow,  with  Waste  Plug 
attached  to  Lifting  Rod,  Cast  Brass  Foot  Pedal,  \%  inch  Nickel 
Plated  Brass  Trap  with  Vent,  one  Nickel  Plated  Brass  Spout, 
Supply  Pipe  and  Wolff's  Combination  Pedal  Supply  for  Hot  and 
Cold  Water. 

DIMENSIONS: 


Size  of  Lavatory,  1 8 
Size  of  Lavatory,  20 
Size  of  Lavatory,  2 1 V 
Size  of  Lavatory,  2  1 V. 


x  24  inches; 
x24  inches: 
x  27  inches: 
x  30  inches; 


Bowl,  12x15  inches. 
Bowl,  12x15  inches. 
Bowl,  13x17  inches. 
Bowl,  13x19  inches. 

ENAMELED 


x  24 — Complete  as  described, 
x  24 — Complete  as  described. 
i  x27 — Complete  as  described, 


$40.50 
41.50 
45.50 
48.00 


$42.50 
43.50 
48.00 
50.50 


2 1  }/>  x  30— Complete  as  described, 

If  with  Enameled  Brackets  in  place  of  Legs,  deduct  $2.00. 

The  2154x27  and  21^x30  inch  sizes  can  be  furnished  with  Large  Diameter 
Ideal  Waste,  if  desired;  add  to  above  prices  $4.00. 

F-6091  is  intended  for  use  in  Hospitals,  Medical  Institutions,  and  for  Uni- 
versity use,  where  the  operator's  hands  must  be  kept  antiseptic.  The  Water 
Supply  and  Waste  Valves  of  above  is  entirely  controlled  by  foot  power.  The  Floor 
Plates  of  Valve  Box  are  made  of  Bronze  and  the  Pedals  of  "Duro"-metal. 


L.  WOLFF    MANUFACTURING    COMPANY 


6092  —  The  "Alston"  (barbers  lavatory) 

WITH    BRASS   BRACKETS. 

F-6092  includes  "  Wolff's  "  Enameled  Iron  Roll-Edge  Barber's 
Lavatory  The  "Alston"  with  Bowl  and  Roll-Edge  Back  Cast  in 
One  Piece,  with  two  No.  11  Cast  Brass  Brackets,  Colum- 
bian Bowl  with  Large  Patent  Overflow,  removable  Nickel  Plated 
Cast  Brass  Strainer,  Cast  Brass  Plug  and  Rubber  Stopper, 
\Y/i  inch  Nickel  Plated  Cast  Brass  Trap  with  Vent,  two 
No.  0  Nickel  Plated  Fuller  Faucets  and  Combination  Hot  and 
Cold  Water  Shampoo  Faucet  with  Rubber  Hcse  and  Shampoo 
Sprinkler. 

DIME  NSIONS: 

Size  of  Slabs,    18x24,  20x24  and  22  x  27  inches. 

Size  of  Bowls,  11x15  inches.     Height  of  Backs,  10  inches. 


1  8  x  24— Complete  as  described,      -----       $2600  $28.75 

20  x  24— Complete  as  described,      -----         27.50  30.50 

22  x  27— Complete  as  described,      -        -        -        -        -         31.50  34.50 

20  and  22  inch  wide  Lavatories  can  bs  furnished  with  Ideal  Waste. 

If  with  Concealed  Wall  Hangers  instead  of  Brackets,  deduct  $4.00. 

If  with  Century  Waste,  add  S3. 50. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our      Guarantee      Label      is     put     on     all     of     our      Lavatories. 
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F-6093  —  The  "Angola"  (barbers  lavatory) 

WITH    ENAMELED    BRACKETS. 

F-6093  includes  "Wolff  s"  Enameled  Iron  Barber's  Lavatory 
The  "Angola"  with  Ideal  Bowl,  Apron  and  High  Back  Cast  in 
One  Piece,  Enameled  Brackets,  Large  Diameter  Ideal  Waste, 
\x/i  inch  adjustable  Nickel  Plated  Cast  Brass  Trap  with  Vent, 
Nickel  Plated  Fuller  Combination  Hot  and  Cold  Water  Shampoo 
Faucet  with  Rubber  Hose  and  Shampoo  Sprinkler  and  two  Iron 
Pipe  Size  Brass  Supply  Pipes  with  Air  Chambers. 

D  I  M  ENSIONS  : 

Size,  20x24  in.;  Height  of  Back,  12  in.:  Bowl,  1  1  x  1  5  in.  Ideal. 

Size,  20  x  27  in.;  Height  of  Back,  1  2  in.;  Bowl,  1  1  x  1  5  in.  Ideal. 

Size,  22x27  in.;  Height  of  Back,  12  in.;  Bowl,  12  x  16  in.  Oval. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

20  x  24— Complete  as  described,      -----      $37.50  $39.75 

20  x  27— Complete  as  described.      -----         39.50  42.00 

22x27— Complete  as  described,      -        -        -        -        -         41.00  44.00 

If  Ideal  Waste  is  furnished  with  China  Top,  add  50c. 

If  without  Supply  Pipes,  deduct  $4.00. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all     of    our     Lavatories. 
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F-6094  —  The     "Almeda"   ^barbers  lavatory) 

F-6094  includes  "  Wolff's"  Enameled  Iron  Roll-Edge  Double 
Barber's  LavatoryThe  "Almeda"  with  Enameled  Connecting  Plate, 
Columbian  Bow.s  with  Large  Patent  Overflows,  removable 
Nickel  Plated  Cast  Brass  Strainers,  Cast  Brass  Plugs  and 
Rubber  Stoppers,  Bronzed  Iron  Legs,  Nickel  Plated  Brass  Waste 
Pipe,  Nickel  Plated  Cast  Brass  Non-Syphoning  Trap,  four 
No.  0  Nickel  Plated  Fuller  Faucets  and  Nickel  Plated  Combination 
Hot  and  Cold  Water  Shampoo  Faucet  with  Rubber  Hose  and 
Shampoo  Sprinkler. 

DIMENSIONS: 

Size  of  each  Lavatory,    18x24  inches;  Bowls,    12x  15  inches. 

Double  Size,  253^x38  inches. 


PRICES  : 

Complete  as  described,  Lavatories,  enameled  inside,   - 
Complete  as  described,  Lavatories,  enameled  all-over, 
For  each  additional  Complete  Section,  enameled  inside,  add 
For  each  additional  Complete  Section,  enameled  all  over,  add 


$48.50 
53.50 
48.50 
53.50 


Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,  is  self-scouring 
and  does  not  require  back-venting.     It  can  be  fitted  to  any  of  our  Lavatories. 

F-6094  is  intended  to  be  placed  in  the  center  of  the  room,  so  access  can  be  had 
from  all  sides. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put    on    all    of     our     Lavatories. 
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F-6095  —  The    "Alma"   (barbers  lavatory) 

F-6095  includes  "Wolff's"  Enameled  Iron  Double  Barber's 
Lavatory  The  "Alma",  Ideal  Bowls  and  High  Back  and  Apron 
Cast  in  One  Piece,  with  Concealed  Wall  Hangers,  Nickel 
Plated  Large  Diameter  Ideal  Wastes  and  Special  Cast  Brass 
Traps  with  Vents  to  wall,  four  No.  15  Nickel  Plated  Fuller  Faucets 
with  China  Handles  and  Indexes,  Nickel  Plated  Brass  Iron 
Pipe  Size  Special  Supply  Pipes  and  Nickel  Plated  Combination 
Hot  and  Cold  Water  Shampoo  Faucet  with  Rubber  Hose  and 
Shampoo  Sprinkler. 

DIMENSIONS: 
Length,  38  inches:   Width,  22  inches;  Bowls,  12x15  inches. 

PRICES: 

Complete  as  described,  enameled  outside,  _____        $80.50 

Complete  as  described,  enameled  all  over,  _____  85.00 

If  with  Enameled  Iron  Brackets,  add  $1.00, 

If  with  two  Enameled  Iron  Legs,  add  $3.00. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on  "all    of    our     Lavatories. 
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F-6093  —  The    "Artesia"  (barbers  lavatory) 

F-6098  includes  "Wolff's"  Enameled  Iron  Double  Sectional 
Barber's  Lavatory  The  "Artesia",  consisting  of  two  Sections 
Enameled  Iron  Roll-Edge  Lavatories  with  Aprons,  Bowls  and 
Large  Patent  Overflows  Cast  in  One  Piece,  Iron  Legs,  four 
No.  0  Nickel  Plated  Fuller  Faucets,  Nickel  Plated  Combination 
Shampoo  Faucet  for  Hot  and  Cold  Water,  Sprinkler  and  Hose, 
two  %  inch  Iron  Pipe  Size  Connected  Supply  Pipes,  two 
Sections  Nickel  Plated  Brass  Continuous  Waste  and  Nickel  Plated 
Brass  Non-Syphoning  Trap. 

DIMENSIONS: 

Size  of  each  Section,  20x24  inches:  Size  of  Double  Section,   24x42  inches; 

Size  of  Bowl,  12x15  inches. 


Complete  as  described, 


$79.00 


$83.50 


Two  Loose  Key  Compression  Srop  Cocks  for  the  Supplies,  extra  $2.00. 
Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,   is  self-scouring 

and  does  not  require  back-venting.     It  can  be  fitted  to  any  of  our  Lavatories. 
F-6098  is  intended  to  be  placed  in  the  center   of  the  room,  so  access  can  be 

had  from  all  sides. 

Cur  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 

loss  of  time  and  trouble  when  installing  is  avoided. 
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F-6099  —  The    "Atlantic"  (barbers  lavatory) 

F-6099  includes  "Wolffs'  Enameled  Iron  Double  Sectional 
Barber's  Lavatory  The  "Atlantic"',  consisting  of  2  Double  Sections 
with  Columbian  Bowls  with  Large  Patent  Overflow  and  Aprons  Cast 
in  One  Piece,  Bronzed  Cast  Iron  Legs,  four  Sections  \%  inch 
Nickel  Plated  Brass  Continuous  Waste  and  Nickel  Plated  Cast 
Brass  Non-Syphoning  Trap,  six  Nickel  Plated  No.  0  Fuller 
Faucets  and  Nickel  Plated  Combination  Shampoo  Faucet  for  Hot 
and  Cold  Water  with  Rubber  Hose  and  Shampoo  Sprinkler. 

DIMENSIONS: 
Size  of  Lavatory,  18  x  24  inches;  Bowl,    11x15  inches 
Size  of  Lavatory,  20  x  24  inches;  Bowl,    11x15  inches 

ENAMELED  ENAMELED 

PRICES:  outside  all  over 

18x24— Complete  as  described  (two  Double  Sections),  $93.50         $103.50 

Same,  less  all  Faucets,  Waste  and  Trap,     - 
20  x  24— Complete  as  described  (two  Double  Sections),     -       97.50  108.50 

Same,  less  all  Faucets,  Waste  and  Trap,     - 
18  x  24 — Additional  Double  Section,  less  all  Faucets, 

Waste  and  Trap,      -        -        -        -        -         -       31.00  36.00 

20  x  24— Additional  Double  Section,  less  all  Faucets, 

Waste  and  Trap,      ------       33.00  38.50 

Four  Faucets  and  two  Waste  Sections  for  each  additional  Double  Section,  $8.50. 
Our     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
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F-6104  —  The    "Avondale" 

F-6104  includes  "Wolff's"  "Avondale'"  Lavatory,  illustrat- 
ing a  set  of  six  Lavatories  Enameled  all  over  with  Ideal  Bowl  and 
Ornamental  Apron  Cast  in  One  Piece,  with  Enameled 
Pedestal,  Nickel  Plated  Compression  Connecto  Supply  and  Waste 
with  China  Handles  and  China  Top  on  Wastes,  \%  inch  Nickel 
Plated  Cast  Brass  Traps,  connected  to  a  2  inch  Nickel  Plated 
Brass  Waste  Pipe  for  each  set  of  two  Lavatories  with  Vent  Pipes 
for  each  two  Traps  extending  upward  upon  which  is  supported 
Plate  Glass  Towel  Shelf. 


The  above  arrangement  is  desirable  where  it  is  necessary  to  place  Lavatories 
in  the  center  of  room.  The  Lavatories  can  be  fitted  up  with  other  Supply  and 
Waste  Fittings  than  those  shown,  seepage  5  also  pages  123  to  146  for  other 
Faucets  and  Traps. 

Our  Cast  Brass  Non-Syphoning  Trap  may  be  used  if  it  is  not  practical 
to  provide  for  Vent-Pipe  as  shown,  see  page  136. 

MADE     IN     TWO     SIZES! 

Size  of  Lavatory,  19x27  inches:  Bowl,  11      x  1  5  inches. 
Size  of  Lavatory,  23x33  inches;  Bowl,  13 — x  18  inches. 

PRICES    ON    APPLICATION. 

The  "Avondale"  is  an  arrangement  made  of  our  "Avon"  Lavatories,  the  con- 
struction of  the  "Avon"  being  changed  so  it  can  be  used  in  Batteries. 


F-6104  can  be  furnished  in  any  number  of  Sections  desired. 


Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted 
loss  of  time  and  trouble  when  installing  is  avoided. 


When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee      Label     is    put    on    all     of    our     Lavatories. 
82  % 
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F-6105 — The     "Arlington" 

(illustrated  on  opposite  page) 

F-6105  includes  Double  Battery  of  "Wolff's"  Enameled 
Iron  Roll-Edge  Lavatories  The  "Arlington"  consisting  of  eight 
Lavatories  (four  Double  Sections)  with  Roll  Rim  on  all  sides,  Bowls 
and  Apron  Cast  in  One  Piece,  heavy  Cast  Iron  Supports, 
"Columbian"  Bowls  with  Century  Waste,  eight  sections  l}4  inch 
Nickel  Plated  Brass  Continuous  Waste,  Enameled  Iron  Drum 
Trap  with  Connections  to  Waste  and  Waste  Pipe  to  floor  and 
sixteen  No.  0  Nickel  Plated  Fuller  Basin  Faucets. 


DIMENSIONS: 

Size  of  Lavatory,    18      x  24  inches;  Columbian  Bowl,  12x15  inches. 

Size  of  Lavatory,  20     x  24  inches:  Columbian  Bowl,  12x15  inches. 

Size  cf  Lavatory,  21x2x27  inches;  Columbian  Bowl,  13x17  inches. 

Size  of  Lavatory,  21^x30  inches,  Columbian  Bowl,  13x19  inches. 


PRICES.  OUTSIDF  ALL  OVER 

18      x  24— Complete  as  described,   (four  Double  Sections),  $1  98.50      $229  50 
Same,  less  Faucets,  Continuous  Waste  and  Trap,    1  38.00         1  69.00 

20  x  24— Complete  as  described,   (four  Double  Sections),     206.50         239.50 

Same,  less  Faucets,  Continuous  Waste  and  Trap,  146.00  179.00 

2  1  Vz  x  2 7— Complete  as  described,   (four  Double  Sections),  239.75  274.75 

Same,  less  Faucets.  Continuous  Waste  and  Trap,  179.25  214.25 

21  V2  x  30— Complete  as  described,   (four  Double  Sections),  263.75  302.75 

Same,  less  Faucets,  Continuous  Waste  and  Trap,    199.25         233.25 

Enameled   Outside    Lavatories  are  furnished  with  Painted  Iron   Supports; 
Enameled    All   Over  with  Enameled  Supports. 

If  with   Patent   Overflow    instead    of    Century   Waste,    deduct   for   each 
Double  Section  $7.00. 

20  and  21%  inch  Lavatories  can  bs  furnished  with  Ideal  Waste,   add  for  each 
Lavatory  50c. 

F-6105  can  be  furnished  in  any  number  of  sections  desired. 

Our  complete  Lavatories  give  best  satisfaction;   all  parts  being  accurately  fitted 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee      Label      is    put     on    all'  of    our     Lavatories. 
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F-6  120  THE      "AtWOOD"      (sectional  lavatory) 

BOWL,    APRON   AND    BACK   OF    EACH    SECTION    CAST    IN    ONE    PIECE. 

F-6120  includes  a  three  Section  "Wolff's"  Enameled  Iron 
Lavatory  The  "Atwood"  with  Bowl,  Apron  and  Back  of  each 
Section  Cast  in  One  Piece  (one  Section  having  End-Piece), 
Columbian  Bowls  with  Large  Patent  Overflow,  removable  Nickel 
Plated  Cast  Brass  Strainer,  Nickel  Plated  Plugs,  Couplings  and 
Rubber  Stoppers,  three  Enameled  Iron  Brackets,  three  1  :4  inch 
Nickel  Plated  Cast  Brass  Trap  and  six  No.  0  Nickel  Plated 
Fuller  Faucets, 

DIMENSIONS 

Size  of  Lavatories,   18  x  24  and  20  x  24  inches;  Bowls,  11  x  15  inches; 
Height  of  Backs  and  Ends,  1  0  and  1  2  inches. 


18x24  inch  Sections  with   10  inch  High  Backs. 


Three  Slabs  and  Bowls,  as  shown  and  described, 
Three  Slabs  and  Bowls,  less  Faucets  and  Traps, 
If  without  End-Piece,  deduct    ----- 
Add  for  each  additional  Inside  Section,  with  Faucets 

and  Trap,         ________         24.00 

Add  for  each  additional  Inside  Section,  less  Faucets 

and  Trap,         -        -        -        -        -        -        -        -         18.50 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$75.50 

$83.00 

59.00 

66.50 

3.50 

3.50 

20x24  inch  Sections  with   12  inch  High  Backs. 


Three  Slabs  and  Bowls,  as  shown  and  described, 
Three  Slabs  and  Bowls,  less  Faucets  and  Traps, 
If  without  End- Piece,  deduct    -        -        -        -        - 
Add  for  each  additional  Inside  Section,  with  Faucets 

and  Trap,  _______ 

Add  for  each  Additional  Inside  Section,  less  Faucets 

and   Trap,        _______ 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$86.50 

$94.75 

70.00 

78.25 

4.00 

4.00 

27.50 

30.25 

22.00 

24.75 

Can  also  be  furnished  with  Left  Hand  End-Piece  or  in  any  number  of  Sections. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 


Our     Guarantee     Label    is     Put     on    all    of    our     Lavatories 
9oJ_ 
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F-6  12  1   — The    "Auburn"  (separate  backs) 

SECTIONAL     LAVATORY 

F-6121  includes  a  three  Section  "Wolff's"  Enameled  Iron 
Lavatory  The  "Auburn"  with  Bowl  and  Apron  of  each  Section 
Cast  in  One  Piece,  12  inch  high  Separate  Back, 
Columbian  Bowls  with  Large  Patent  Overflow,  removable  Nickel 
Plated  Cast  Brass  Strainer,  Nickel  Plated  Plugs,  Couplings 
and  Rubber  Stoppers,  four  Enameled  Iron  Brackets,  three  \%  inch 
Nickel  Plated  Cast  Brass  Traps  and  six  No.  0  Nickel  Plated 
Fuller  Faucets. 


DIMENSIONS: 

Size  of  Lavatories,  18x24  inches;  Bowls  11x15  inches: 
Height  of  Backs,  1  2  inches. 


PRICES: 

ENAMELED  ENAMELED 

18  x  24  inch  Sections.               outside  all  over 

Three  Slabs  and  Bowls,  as  shown  and  described,        -        $63.00  $70.50 

Three  Slabs  and  Bowls,  less  Faucets  and  Traps,          -           46.50  54.00 

Add  for  each  additional  Section,  with  Faucets  and  Trap,       21.00  23.50 

Add  for  each  additional  Section,  less  Faucets  and  Trap,          15.50  18.00 

Can  be  furnished  with  either  Right  or  Left  Hand  End-Piece. 
End-Piece,  extra  S2. 00. 


If  with  Century  Waste,  add  for  each  Slab  S3. 50. 

For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label    is    put    on    all    of    our     Lavatories. 
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F-6123  —  The    "Cambria" 

COMBINATION    SECTIONAL   LAVATORY  AND   SINK  WITH    END 

F-6123  includes  "Wolff's"  Enameled  Iron  Combination 
Sectional  Lavatory  and  Sink  The  ''Cambria,"  consisting  of  two 
Enameled  Lavatories  with  Bowl  and  Apron  Cast  in  One  Piece 
end  one  Sink  with  Right-Hand  End  with  Apron  Cast  in  One 
Piece,  12  inch  High  Separate  Sectional  Backs,  four 
No.  0  Nickel  Plated  Fuller  Faucets,  two  Nickel  Plated  Self-Closing 
Gielow  Faucets  and  three  1 J4'  inch  Nickel  Plated  Cast  Brass 
Trap  with  Vents  to  wall. 

DIMENSIONS: 

Size  of  Lavatories,  16x20  and  18x24  inches;  Sinks,  16x20 and  18x24  inches: 

Bowls,  11x14  and  12x15  inches;   Height  of  Back,  1  2  inches. 

PRICES: 
1  6  x  20— Complete  as  described  (three  Sections), 

Same,  less  Faucets  and  Trap, 
1  8  x  24— Complete  as  described  (three  Sections), 

Same,  less  Faucets  and  Trap, 

If  without  End  Piece,  deduct  S2.00. 

For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put    on    all    of    out     Lavatories. 
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$61.00 

$68.50 

44.00 

51.50 

65.50 

73.00 

48.50 

56.00 
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F-6 125  - 

COMBINATION     SECTIONS 


■  The     "C amd  en" 

L    LAVATORY    AND    SINK   IN   CENTER 


F-6125  includes  "Wolff's"  Enameled  Iron  Combination 
Sectional  Lavatory  and  Sink  The  "Camden,"  consisting  of  two 
Enameled  Lavatories  with  Bowl  and  Apron  Cast  in  One  Piece 
and  one  Sink  (in  center)  with  Apron  Cast  in  One  Piece, 
12  inch  High  Separate  Sectional  Backs,  four  No.  0 
Nickel  Plated  Fuller  Faucets,  two  Nickel  Plated  Self-Closing 
Gielow  Faucets  and  three  \%  inch  Nickel  Plated  Cast  Brass 
Trap  with  Vents  to  wall. 

DIMENSIONS: 

Size  of  Lavatories,  16x20  and  18x24  inches:  Sinks,  16  x  20  and  18  x  24  inches: 

Bowls,  11x14  and  12x15  inches;  Height  of  Back,  12  inches. 

PRICES: 
1  6  x  20 — Complete  as  described,  (three  Sections), 

Same,  less  Faucets  and  Trap. 

1  8  x  24 — Complete  as  described,  (three  Sections), 

Same,  less  Faucets  and  Trap, 

If  with  Right  or  Left  Hand  End-Piece,  add  $2.00. 

For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and   size. 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$59.00 

$66.50 

42.00 

49.50 

63.50 

71  00 

46.50 

54.00 

Our    Guarantee     Label 


is     put    on 
93 


all     of     our     Lavatories. 
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F-6127  —  The  "Ashton 

ILLUSTRATED   ON    OPPOSITE    PAGE. 

F-6127  includes  "Wolffs'  Double  Sectional  Lavatory  The 
"Ashton",  consisting  of  five  Double  Sections  Roll-Edge  Lava- 
tories with  Aprons  and  Oval  Basins  Cast  in  One  Piece, 
Large  Patent  Overflow  with  removable  Strainers,  Nickel  Plated 
Plugs  and  Chain,  Soap  Cups  and  Bronzed  Iron  Legs,  ten  Sections 
\%  inch  Nickel  Plated  Brass  Continuous  Wastes,  Cast  Brass 
Trap,  Enameled  Connecting  Plate  and  twenty  Nickel  Plated  Brass 
Doherty  Self-Closing  Faucets. 

DIMENSIONS: 

Size  of  each  Lavatory,  18x24  inches:   Oval  Bowl,  1  2  x  1  5  inches. 
Connecting  Plate  adds  2  inches  to  width. 


PRICES:                                           INSIDE  ALL  OVER 

18x24— Complete  as  described  (Five  Double  Sections),      $217.00  $242.00 

Same,  less  Faucets,  Waste  and  Trap,    -        -           155.00  180.00 
1  8  x  24 — Additional  Double  Section,  less  Faucets,  Waste 

and  Trap,     -------             31.00  36.00 

Faucets  and  Waste  for  each  additional  Double  Section  $7.50. 


The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and 
practical  sanitary  fixture  for  schools,  public  buildings,  athletic  institutions,  rail- 
road depots,  government  barracks,  etc.  As  shown,  Doherty  Faucets  for  both  hot 
and  cold  water  are  provided;  other  style  Faucets  may  be  used,  however,  and  for 
cold  water  only,  the  other  Faucet  hole  being  capped. 


Our  complete  Lavatories  give  best  satisfaction:  all  parts  being  accurately  fitted 
loss  of  time  and  trouble  when  installing  is  avoided. 


When  ordering  or  specifying  give  Catalogue  number  and  size. 


Our     Guarantee      Label     is    put     on    all     of    our     Lavatories 
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F-6130  —  The     Arvonia" 

ILLUSTRATED   ON    OPPOSITE    PAGE. 

F  6130  includes  "Wolff's  "  Double  Sectional  Enameled  Iron 
Lavatory  The  "Arvonia".  consisting  of  five  Double  Sections  Roll- 
Edge  Lavatories  with  Oval  Basins,  Large  Patent  Overflow  with 
removable  Strainers,  Nickel  Plated  Plugs  and  Chain,  Soap  Cups  and 
Bronzed  Iron  Legs,  ten  Sections  l^-inch  Nickel  Plated  Brass 
Continuous  Wastes,  Cast  Brass  Trap,  Enameled  Connecting  Plate 
and  twenty  Nickel  Plated  Brass  Doherty  Self-Closing  Faucets. 


DIMENSIONS: 

Size  of  each  Lavatory,    1  6  x  20  inches;  Oval  Bowl,  11x14  inches. 

Size  of  each  Lavatory,    1  8  x  24  inches:  O/al  Bowl,   12x15  inches. 

Connecting  Plate  adds  2  inches  to  width. 


PRICES: 
1  6  x  20 — Complete  as  described  (five  Double  Sections) , 

Same,  less  Faucets,  Waste  and  Trap, 
1  8  x  24— Complete  as  described,  (five  Double  Sections), 

Same,  less  Faucets,  Waste  and  Trap, 
16x20 — Additional  Double  Section,  less  Faucets,  Waste 

and  Trap,      -------         20.00 

18  x  24 — Additional  Double  Section,  less  Faucets,  Waste 

and  Trap,      -------         24.00 

Faucets  and  Waste  for  each  additional  Double  Section,  $  1 1.50. 


The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and 
practical  sanitary  fixture  for  schools,  public  buildings,  athletic  institutions,  rail- 
road depots,  government  barracks,  etc.  As  shown,  Doherty  Faucets  for  both  hot 
and  cold  water  are  provided;  other  style  Faucets  may  be  used.    See  page   123. 


Our  complete  Lavatories  give  best  satisfaction:  all  parts  being  accurately  fitted 
loss  of  time  and  trouble  when  installing  is  avoided. 


When  ordering  or  specifying  give  Catalogue  number  and  size. 


Guarantee     Label     is    put    on    all    of    our     Lavatories. 
95^ 


ENAMELED 

ENAMELED 

INSIDE 

ALL  OVER 

$162.00 

$187.00 

100.00 

125.00 

182.00 

207.00 

120.00 

145.00 
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F-6  1  32  THE     "AbINGTOn"   (special  under  roll-edge* 

F-6132  includes  "Wolff's"  Enameled  Iron  Sectional  Lava- 
tory The  "Abington"  with  Special  Under  Roll-Edge,  consisting  of 
five  Sectional  Roll-Edge  Lavatories  with  Columbian  Bowl  and 
Large  Patent  Overflow  Cast  in  One  Piece,  12-inch  High 
Separate  Back  and  Left  Hand  End,  Eronzed  Iron  Brackets, 
removable  Cast  Brass  Overflow  Strainer,  Chains,  Waste  Plugs, 
Rubber  Stoppers  and  five  Nickel  Plated  Cast  Brass  Traps 
with  Vent  to  wall  and  ten  No.  0  Fuller  Basin  Faucets. 

D  IMENSIONS: 

Size  of  each  Lavatory,  18x24  inches;  Columbian  Bowl,  11x15  inches. 

Height  of  Back  and  End,  1  2  inches. 

ENAMELED  ENAMELED 

PRICES:  INSIDE  ALL  OVER 

Complete  as  described  (five  Sections),       -  $100.00  $112.50 

Same,  less  Faucets  and  Traps,          -        -        -  72.50  85.00 

Add  for  each  additional  Inside  Section,  less  Faucets 

and  Trap,           -------  14.00  16.50 

Two  Faucets  for  each  Additional  Section,  S2.50. 

For  Brass  Continuous  Waste  see  page  1  32. 

Above  can  be  furnished  with  other  styles  of  Faucets  (see  pages    123  to  146). 
If  without  End-Piece  deduct  S2.50. 

If  with  Century  Waste,  add  for  each  Section  $3.50. 

The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and  sanitary 
fixture  for  schools,  public  buildings,  railway  depots,  etc. 

The  Basin  is  "D"  shaped  and  has  a  Patent  Overflow  with  Nickel  Plated 
Brass  removable  Strainer.  The  Slab  has  a  raised  edge  similar  to  countersunk 
Marble  Slabs;  all  parts  are  accessible  and  carefully  fitted  together.  All  exposed 
surfaces  are  either  enameled,  painted  or  bronzed,  making  it  a  substantial  and  per- 
fectly sanitary  plumbing  fixture,  easily  kept  clean  and  bright  looking. 

When  ordering  or  specifying  give  Catalogue  name  and  number. 

Our     Guarantee     Label     is    put    on    all    of    our     Lavatories. 
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F-6133  — The    "Arvada" 

F-6133  includes  "Wolff's"  Enameled  Iron  Sectional  Lavatory 
The  "Arvada",  consisting  of  four  Enameled  Iron  Combined  Slabs 
and  Bowls,  each  24x18  inches,  with  12x  15-inch  Square  Basin 
with  Patent  Overflow  and  Improved  Overflow  Strainer,  Chain, 
Snap  and  Stopper  and  10^-inch  high  Enameled  Back,  Bronzed 
Iron  Brackets,  Soap  Cups  and  two  Nickel  Plated  Special  Fuller 
Faucets,  with  Connected  Galvanized  Iron  Supply  Pipes  with  Loose 
Key  Stops,  Brass  Continuous  Waste  and  Trap. 


Price,  as  described, 


$83.50 


If  without  Brass  Trap,  deduct  $4.00  :  if  without  Brass  Continuous  Waste  or  Trap, 
deduct  $10.00. 

For  each  additional  Complete  Section  with  Galvanized  Supply  Pipes  but  without 

Waste  or  Trap,  add  S 1 7.50.    Add  for  Waste  for  each 

additional  Section,  $1.75. 

If  without  the  two  Nickel  Plated  Loose  Key  Stops,  deduct  S2.00. 

Above  Lavatory  can  be  furnished  in  any  number  of  Sections.     If  used  with  Legs 
in  place  of  Brackets,  add  for  each  Section  $1 .00. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 

Our     Guarantee      Label     is    put    on    all     of     our     Lavatories. 
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F-6134  —  THE     "AbINGTON"    (special    under    roll-edge) 

F-6134  includes  "Wolffs"  Enameled  Iron  Sectional  Lava- 
tory The  "Abington"  Special  Under  Roll-Edge,  consisting  of  three 
Sectional  Roll-Edge  Lavatories  with  Columbian  Bowl  and  Large 
Patent  Overflow  Cast  in  One  Piece,  12-inch  High  Separ- 
ate Backs,  Bronzed  Iron  Brackets,  removable  Cast  Brass 
Overflow  Strainers,  Chains,  Waste  Plugs,  Rubber  Stoppers  and 
three  Sections  Brass  Continuous  Waste  with  lj£-inch  Trap  and 
six  Gielow  Self-Closing  Faucets. 

DIMENSIONS: 

Size  of  each  Lavatory,  1  8  x24  inches:  Columbian  Bowl,  11x15  inches: 

Height  of  Back,  12  inches. 


PRICES:  ins.de  all  over 

Complete  as  described  (three  Sections^.  -  $66.00  $73.50 

Same,  less  Faucets,  Waste  and  Trap.     -        -        -  42.00  49.50 

Additional  Section,   less  Faucets,  Waste  and  Trap,  -  14.00  16.50 

Faucets  for  each  Additional  Section,  S5.00. 
Above  can  be  furnished  with  other  styles  of  Faucets   (s3e  pages  1  23  to  1  46). 
If  with  End-Piece,  add  S2.50. 
If  with  Century  Waste,  add  for  each  Section  S3. 50. 
The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and  sani- 
tary fixture  for  schools,  public  buildings,  railway  depots,  etc. 
The   Basin  is  "D"   shaped  and  has  a   Patent  Overflow  with   Nickel    Plated 
Brass  removable  Strainer.     The  Slab  has  a  raised  edge  similar  to  countersunk 
Marble  Slabs:  all  parts  are  accessible  and  carefully  fitted  together.     A:l  exposed 
surfaces  are  either  enameled,  painted  or  bronzed,  making  it  a  substantial  and  per- 
fectly sanitary  plumbing  fixture,  easily  kept  clean  and  bright  looking. 

When  ordering  or  specifying  give  Catalogui 
Our     Guarantee     Label     is    put    on    all 
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F-6135  —  The    "Ainslee" 

(with  oval  basin  and  right  hand  end) 

F-6135  includes'1 Wolff's  "  Sectional  Lavatory  The  "Ainslee", 
consisting  of  two  Sections  Roll-Edge  Enameled  Lavatories,  with 
Right-Hand  End,  Bronzed  outside,  with  Soap  Cups  and  10^-inch 
High  Separate  Backs  and  End,  Oval  Basins  with  Patent  Overflow, 
Overflow  Strainer,  Chain,  Waste  Plug  and  Coupling,  all  Nickel 
Plated,  Rubber  Stoppers  and  two  Bronzed  Iron  Brackets. 

MADE    IN    TWO    SIZES. 

DIMENSIONS: 

Size  of  each  Section,       -        -        -        -        -        -  16x20  in.  18x24  in. 

Height  of  Back,      -------  10^  in.  10^  in. 

Length  over  all  (two  Sections),       -  40  in.  48  in. 

Size  of  Basins,        -        -        -        -        -        -        -  1  1  x  14  in.  12x15  in. 

Price,  as  described,  enameled  inside,       -  $22.00  $26.00 

For  additional  Sections  (including  one  Bracket) , 

add  for  each        -------         10.00  12.00 

If  above  are  Enameled  all  over,  with  Enameled  Brackets, 
add  for  each  Section  $2.50. 

For  Enameled  Brackets,  add  for  each  Bracket  50c. 

If  with  Bronzed  Iron  Legs  instead  of  Bronzed  Brackets,  add  for  each  50c. 

If  with  Enameled  Iron  Legs  instead  of  Bronzed  Brackets,  add  for  each  $1.00. 

If  less  End  Piece,  deduct  S2.00. 

When  ordering  or   specifying    give  Cat  alogue   number  an  d  size . 
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F-6  137  —  The   "Adrian"  'with  brackets) 


F-6137  includes  "Wolffs'  Enameled  Iron  Sectional  Lava- 
tory The  "'Adrian",  consisting  of  five  Sectional  Roll-Edge  Lava- 
tories with  Oval  Bowl  and  Large  Patent  Overflow  Cast  in  One 
Piece,  10>2-inch  High  Separate  Backs.  Bronzed  Iron 
Brackets,  removable  Cast  Brass  Overflow  Strainers,  Chains. 
Waste  Plugs  and  Rubber  Stoppers  and  ten  Doherty  Self-Closing 
Faucets. 

DIMENSIONS: 

Size  of  each  Lavatory,  16x20  inches;  Oval  Bowl,    11x14  inches. 

Size  of  each  Lavatory,  18  x  24  inches;  Oval  Bowl.    12x15  inches. 

Height  of  Backs,  10^2  inches. 


PRICES: 
five  Sections'), 

five  Sections  i. 


AMELED 

ENAMELED 

INSIDE 

ALL  OVER 

70.00 

$82.50 

50.00 

62.50 

80.00 

92.50 

60.00 

72.50 

10.00 

12.50 

12.00 

14.50 

1  6  x  20 — Complete  as  described 

Same,  less  Faucets. 
1  8  x  24—  Complete  as  described 

Same,  less  Faucets, 
16x  20— Additional  Section,  less  Faucets, 
18  x  24— Additional  Section,  less  Faucets, 

Two  Faucets  for  each  Additional  Section,  $4.00. 

For  Brass  Continuous  Waste  see  page  132. 

The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and 
practical  sanitary  fixture  for  schools,  public  buildings,  athletic  institutions,  rail- 
road depots,  government  barracks,  etc.  As  shown.  Doherty  Faucets  for  both  hot 
and  cold  water  are  provided;  other  style  Faucets  may  be  used. 

Our  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted, 
loss  of  time  and  trouble  when  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
Our     Guarantee      Label     is     put     on    all     of     our      Lavatories. 
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F-6 13* 


The    "Adri  a  n"  (with  legs) 


F-6138  "Wolff's"  Enameled  Iron  Sectional  Lavatory  The 
"Adrian",  includes  five  Sections  Roll-Edge  Lavatories  with  Oval 
Bowl  and  Large  Patent  Overflow  Cast  in  One  Piece,  10  J^ 
inch  High  Separate  Backs,  Iron  Legs,  removable  Cast 
Brass  Overflow  Strainers,  Chains,  Waste  Plugs  and  Rubber 
Stoppers  and  ten  Doherty  Self-Closing  Faucets. 

DIMENSIONS: 

Size  of  each  Lavatory,  1  6  x  20  inches:  Oval  Bowl,    11x14  inches. 
Size  of  each  Lavatory,  1  8  x  24  inches;  Oval  Bowl,    12x15  inches. 


PRICES: 

1  6  x  20— Complete  as  described  (five  Sections), 

Same,  less  Faucets,        - 
18x24 — Complete  as  described  ifive  Sections), 

Same,  less  Faucets,        - 
16x20 — Additional  Section,  less  Faucets,    - 
18x24 — Additional  Section,  less  Faucets,    - 


ENAMELED 

ENAMELED 

INSIDE 

ALL  OVER 

$75.00 

$87.50 

55. 00 

67.50 

85.00 

97.50 

65.00 

77.50 

11.00 

13.50 

13.00 

15.50 

Two  Faucets  for  each  Additional  Section  $4.00. 

For  Brass  Continuous  Waste  see  page  1 32. 

The  above  style  of  Enameled  Lavatory  will  be  found  a  most  desirable  and 
practical  sanitary  fixture  for  schools,  public  buildings,  athletic  institutions,  rail- 
road depots,  government  barracks,  etc.  As  shown,  Doherty  Faucets  for  both  hot 
and  cold  water  are  provided;  other  style  Faucets  may  be  used.  See  pages  123 
to  146. 


Oar  complete  Lavatories  give  best  satisfaction;  all  parts  being  accurately  fitted; 
loss  of  time  and  trouble  wnen  installing  is  avoided. 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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F-6140  —  The   "Cardona" 

COMBINATION    SECTIONAL    LAVATORY    AND    SINK. 

F-6140  includes  "Wolff's"  Enameled  Iron  Combination 
Sectional  Lavatory  and  Sink  The  "Cardona",  consisting  of  two 
Enameled  Lavatories  with  Bowl  and  Large  Patent  Overflow  Cast 
in  One  Piece  and  one  Sink  with  Overflow  Cast  in  One 
Piece,  12-inch  High  Separate  Sectional  Backs,  six 
Nickel  Plated  Gielow  Self-Closing  Faucets  and  three  Sections  Nickel 
Plated  Brass  Continuous  Waste  with  1^-inch  Cast  Brass  Trap. 

DIMENSIONS: 

Size  of  Lavatories.  1  6  x  20  and  1  8  x  24  inches;  Sinks,  16x20  and  1  8  x  24  inches; 

Bowls,  11x14  and  1  2  x  15  inches  :  Height  of  Back,   1  2  inches. 


PRICES: 
16x20 — Complete  as  described  (three  Sections). 

Same,  less  Faucets  and  Trap, 
1  8  x  24— Complete  as  described  (three  Ssctions), 

Same,  less  Faucets  and  Trap, 


ENAMELED 

ENAMELED 

OUTSIDE 

ALL  OVER 

$52.00 

$59.50 

30.00 

37.50 

58.00 

65.50 

36.00 

43.50 

For  Right  or  Left  Hand  End-Piece  add  $2.00. 

For  other  Faucets,  Traps  and  Supplies  see  pages   123  to   146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is     put     on     all     of     our     Lavatories. 
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F-  6  14  1 — The   "Carlisle" 

COMBINATION    SECTIONAL    LAVATORY   AND    SINK    IN    CENTER. 

F-6141  includes  "Wolffs'"  Enameled  Iron  Combination 
Sectional  Lavatory  and  Sink  The  "Carlisle",  consisting  of  two 
En-meled  Lavatories  with  Bowl  and  Large  Patent  Overflow  Cast 
in  One  Piece  and  one  Sink  ( in  center),  12-inch  High  Separate 
Sectional  Backs,  six  Nickel  Plated  Self  Closing  Gielow 
Faucets  and  three  Sections  Nickel  Plated  Brass  Continuous  Waste 
with  1  ^j'-inch  Cast  Brass  Trap. 

DIMENSIONS: 

Size  of  Lavatories,  16x20  and  1  8  x  24  inches:  Sinks,  1  6  x  20  and  1 8x24  inches: 

Bowls,  11x14  and   12x15  inches  :  Height  of  Back,  12  inches. 

PRICES: 
1  6  x  20— Complete  as  described  (three  Sections), 

Same,  less  Faucets  and  Trap,      - 
1  8  x  24 — Complete  as  described  (three  Sections), 
Same,  less  Faucets  and  Trap,      - 

If  with  Right  or  Left  Hand  End-Piece,  add  $2.00. 

For  other  Faucets,  Traps  and  Supplies  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 

Our     Guarantee     Label     is    put     on    all     of    our     Lavatories 


ENAMELED 

ENAMELED 

OUTSIDF 

ALL  OVER 

$52.00 

$59.50 

30.00 

37.50 

58.00 

65.50 

36.00 

43.50 

L.WOLFF    MANUFACTURING    COMPANY 


F-6  144 — The   "Republic"    (with  lipped  basins) 

F-6144  The  "Republic",  consisting  of  Enameled  Iron  Roll- 
Edge  Sectional  Lavatory,  with  Lipped  Basins.  Cast  in  One 
Piece,  with  Patent  Overflow,  with  Cast  Brass  Overflow 
Strainer,  Chain  and  Waste  Plug  and  Lipped  Basin,  with  10'2-inch 
High  Separate  Backs,  with  two  Special  Low-down  Fuller  Faucets 
with  Unions  and  Index  Tops,  Enameled  Cast  Iron  Brackets. 
Galvanized  Wrought  Iron  Connected  Waste  and  Cast  Brass  Trap 
with  Vents  to  Wall. 


MADE      IN      TWO     SIZES: 

16  x  20  with    1  1  x  14  in.  Basin,  10'/2-inch  Back. 
18x24  with    12  x  15  in.  Basin,  104- inch  Back. 

Prices  upon  application. 

The  above  Lavatory  is  specially  adapted  for  Government  Work  and  can  be 
furnished  in  Batteries  of  any  number  of  basins.  The  Lavatories  as  shown  are 
enameled  Slabs  and  painted  exterior,  although  we  can  furnish  enameled  all  over,  if 
desired.  The  Brackets  can  be  furnished  galvanized  iron  or  enameled  all  over. 
We  would  suggest  for  a  first-class  sanitary  fixture  that  the  Lavatories  be  enameled 
all  over  and  Brackets  be  enameled,  the  Trap  should  be  Cast  Brass. 

A  special  feature  of  this  Lavatory  is  the  projection  of  the  slab  over  the  bowl, 
forming  an  overhanging  lip,  thus  preventing  the  water  from  being  splashed  over 
sides. 
When  ordering  or  specifying  giveCatalogue  number  and  size. 
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F  -  6  14  6         (for  outside  corner) 

F-6146  includes  three  Straight  5  foot  Sections  and  one  Outside 
Corner  Section  "Wolff's"  Enameled  Iron  Sectional  Wash  Sink 
with  Cast  Iron  Supports,  Roll-Edge  Separate  High  Back, 
Soap  Cups,  Nickel  Plated  Waste  Plug,  Cast  Brass  Trap  to 
Floor  with  Vent  and  nine  Nickel  Plated  Extra  Pattern  Compression 
Faucets. 

DIMENSIONS: 

Width  of  Sink,  Front  to  Back.    18  inches:   Width  Inside,    14  inches:  Depth  at 
Outlet,  8lA  inches;  Height  of  Back,  12  inches  ;  Depth  of  Back,  2l4  inches. 

Dimensions  of  Sink  as  shown: — 12  feet  from  outside  corner  to  right-hand  end, 
and  7  feet  from  outside  corner  to  left-hand  end. 

Total  outside  length  of  Sink,  19  feet. 


Complete  as  described,  enameled  inside, 
Same,  less  Faucets  and  Trap, 


$127.75 

112.00 


Additional  Straight  Lengths  of  5  feet,  less  Faucets  and  Trap,  $29.00. 

The  above  can  also  be  furnished  in  Painted  or  Galvanized  Iron. 

Prices  upon  application. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages  123  to  146. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
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F-6147- 


"  (for  inside  corner) 


F-6147  includes  three  Straight  5  ft.  Sections  and  one  Inside 
Corner  Section  "Wolff  s"  Enameled  Iron  Sectional  Wash  Sink 
with  Cast  Iron  Supports,  Roll-Edge  Separate  High  Back, 
Soap  Cups,  Nickel  Plated  Waste  Plug,  3-inch  Cast  Iron  Trap 
to  Floor  with  Vent  and  nine  Nickel  Plated  Extra  Pattern  Com- 
pression Faucets. 

DIMENSIONS: 

Width  of  Sink,   Front  to  Back,    18  inches;    Width  Inside,    14  inches;  Depth  at 

Outlet,  8lA  inches:  Height  of  Back,  12  inches; 

Depth  of  Back,  2H  inches. 

Dimensions  of  Sink  as  shown: — 12  feet  from  inside  corner  to  right-hand  end, 
and  7  feet  from  inside  corner  to  left-hand  end. 

Total  inside  length  of  Sink,    19  feet. 


PRICES: 

Complete  as  described,  enameled  inside,    ------  $127.75 

Same,  less  Faucets  and  Trap,             __--__  112.00 

Additional  Straight  Lengths  of  5  feet,  less  Faucets  and  Trap,       -  29.00 

All  Sinks  over  12  feet  long  will  be  furnished  with  3-inch  Trap. 

The  above  can  also  be  furnished  in  Painted  or  Galvanized  Iron. 

For  other  Faucets,  Supply  Pipes  and  Traps  see  pages   123  to    146. 

Prices  upon  application. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 
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F-6 14£ 


■  (cast  in  one  piece) 


F-6148  includes  ''Wolff's'  Enameled  Iron  Roll-Edge  Wash 
Sink  Cast  in  One  Piece  with  2~%  x  12-inch  High  Back,  with 
Waste  Outlet  in  Center,  Overflow  Connection,  Galvanized  Iron 
Concealed  Supply  Pipe  with  Brass  "Extra  Pattern"  Compression 
Faucets,  Galvanized  Soap  Cup,  Loose  Key  Stop,  two  Bronzed 
Iron  Brackets  and  1^-inch  Rough  Brass  Trap  with  Vent. 

DIMENSIONS: 


Width  of  Sink,  Front  to  Back,  18  in.; 

Width  Inside, 

14  in.:  Depth 

6  in. 

PRICES 

UMBCR  OF 

NUMBER 

OF 

LENGTH  OF  Slt> 

K 

FAUCETS 

SOAP  CI 

PS 

ENAMELED 

Complete  as  described, 
Complete  as  described, 
Complete  as  described, 
Complete  as  described, 
Complete  as  described, 

\ 

30  inches 
36  inches 
48  inches 
60  inches 
72  inches 

2 
2 

3 
4 
5 

1 
1 

2 
3 

4 

$25.25 
28.00 
36.25 
44.75 
53.15 

If  furnished  with  eight  Expansion  Bolts  instead  of  regular,  add  extra  S  1 .50. 
If  without  Stop  Cock,  deduct  $1.25;  if  without  Brass  Trap,  deduct  $4.50;  if  with- 
out Concealed  Supply  Pipe,  deduct  for  each  Faucet  Opening  $1.75; 
if  less  Faucets,  deduct  for  each  Faucet  SI. 25. 

Note:— When  ordering  above  complete  with    Concealed  Supply  Pipe,   state   if 
Stop  Cock  is  to  be  on  Right  or  Left-Hand  End. 

When  ordering  or  specifying   give  Catalogue  number  and   size. 


L.    WOLFF    MANUFACTURING     COMPANY 


F-6 149  ■ 


(roll-edge  wash  sink) 


F-6 149  includes  "''Wolff's"  Enameled  Iron  Sectional  Roll- 
Edge  Wash  Sink  of  three  Sections,  each  5  feet  long,  with  12-inch 
High  Back,  with  Waste  Outlet  in  Center,  Overflow  Connection, 
Galvanized  Iron  Concealed  Supply  Pipe  with  two  Brass  "Extra 
Pattern"  Compression  Faucets  for  each  Section,  Galvanized  Soap 
Cups,  Loose  Key  Stop,  Painted  Iron  Brackets  and  l>2-inch  Rough 
Brass  Trap  with  Vent. 


Price,  as  described  (15  feet), 


$104.75 


If  without  Stop  Cock,  deduct  $1 .25:  if  without  Concealed  Galvanized  Supply  Pipe. 
deduct  $10.50:  if  without  Trap,  deduct  $4.50. 

The  Wash  Sink  can  be  furnished  in  one  Section  only  or  in  Sections  up  to  45  feet 
long,  and  to  turn  Corners,  see  F-6  146  and  6147. 


DIMENSIONS    AND    PRICES    OF    OTHER    SIZES. 

Width  of  Sink,  Front  to  Back,  18  in.:  Width  Inside.  14  in.:  Depth  at  Outlet  8l/2in.: 
Height  of  Back,  12  in.;  Depth  of  Back,  2  A.  in. 

PR  ICES: 

INCLUDING    ENAMELED   SINK,    BACK,     SOAP   CUPS   AND    BRACKETS. 

Length  of  Sinks,    5  ft-       R  ft-       Jo  ft.       12  ft.       15  ft.       t8  fr.       20  ft.       25  ft. 

$27.00   43.20    54.00     64.80     81.00     97.20    108.00    134.80 

Faucets,  Trap,  Stop  Cock  or  Supply  Pipe  not  included.  —  See  below. 

Nickel  Plated  Brass  Faucets  extra,  each  $1.25 
1 '»  inch  Rough  Brass  Trap,  extra  $4.50;  Loose  Key  Stop,  extra  $  1 .25. 

Concealed  Galvanized  Supply  Pipe  with  Special  Brass  "T",  add  for  each  Faucet 
extra,  SI. 75. 

Note:— When  ordering  above  complete  with  Concealed  Supply  Pipe,    state  if 
Inlet  or  Stop  Cock  is  to  be  on  Right  or  Left-Hand  End. 


orderingor   specifying 


ve  Catalogue  number  and  size. 


L.WOLFF    MANUFACTURING    COMPANY 


F-6  1  50 

F-6150  includes  "Wolj /_'s"  Enameled  Iron  Sectional  Roll- 
Edge  Wash  Sink  of  three  Sections,  each  5  feet  long,  with  12-inch 
High  Back,  with  Waste  Outlet  in  Center,  and  Overflow  Connection, 
Galvanized  Iron  Concealed  Supply  Pipe  with  two  Brass  "Extra 
Pattern"  Compression  Faucets  for  each  Section,  Galvanized  Soap 
Cups,  Loose  Key  Stop,  Painted  Iron  Legs  and  1^-inch  Rough 
Brass  Trap. 


Price,  as  d 


icribed  (15  feet), 


$108.75 


If  without  Stop  Cock,    deduct  $1.25;   if  without   Concealed  Galvanized  Supply- 
Pipe,  deduct  $10.50;  if  without  Trap,  deduct  S4.50. 
The  Wash  Sink  can  be  furnished  in  one  Section  only  or  in  Sections  up  to  45  feet 
long,  and  to  turn  Corners,  see  F-6 146  and  6147. 

DIMENSIONS    AND    PRICES   OF    OTHER    SIZES: 

Width  of  Sink  Front  to  Back,  18  in.;  Width  Inside,  14  in.;  Depth  at  Outlet  8^  in. 

Height  of  Back,  12  in.;  Depth  of  Back,  2&  in. 


INCLUDING    ENAMELED    SINK,    BACK,    SOAP   CUPS   AND    LEGS. 

Length  of  Sinks,    5  ft.      8  ft.       jo  ft.       12  ft.       15  ft.     18  ft.       20  ft.      25  ft. 
$29. 00  45.20    56.50    67.80      85.00    101.20   113.00   141.25 

Faucets,  Trap,  Stop  Cock  or  Supply  Pipe  not  included.— See  below. 

Nickel  Plated  Brass  Faucets,  extra,  each  $1.25 

1  ^-inch  Rough  Brass  Trap,  extra  $4.50;  Loose  Key  Stop,  extra  $1.25. 

Concealed  Galvanized  Supply  Pipe  with  Special  Brass  "T".  add  for  each  Faucet 

extra  $1.75. 

Note: — When  ordering  above  complete  with  Concealed  Supply  Pipe  state  if 
Inlet  or  Stop  Cock  is  to  be  on  Right  or  Left-Hand  End. 

When  ordering  or  specifying  give  Catalogue  number  and  size. 


L.  WOLFF    MANUFACTURING    COMPANY 


*—£- 


-<—*- 


F-6  152 

F-6152  includes  "Wolff's"  Enameled  Iron  Sectional  Roll- 
Edge  All-Around  Wash  Sink  of  three  Sections,  each  5  feet  long, 
with  Waste  Outlet  in  Center  and  Overflow  Connection,  Brass 
Supply  Pipe  to  be  fastened  to  wall  with  Pipe  Straps,  "Extra 
Pattern"  Compression  Faucets,  Compression  Loose  Key  Stop, 
Painted  Iron  Legs  and  Rough  Brass  Trap  with  Vent. 

ENAMELED  INSIDE 

Price,  as  described  (15  feet),         -------        SI  11.50 

DIMENSIONS   AND    PRICES   OF   OTHER   SIZES: 
Width  over  all,  18  inches  :  Width  Inside,  1 4  inches :   Depth  at  Outlet,  8  %  inches. 

Price,  complete  as  described  above,  less  Faucets  and  Trap  : 

5  feet,  ------------  s    39.50 

8  feet,  ------------  59.00 

10  feet,  ------------  72.00 

12  feet,  ------------  85.50 

18  feet,  ------------  125.50 

20  feet,  ------------  138.50 

For  Faucets  add,  each  $1.25. 

Above  Sinks  are  especially  made  for  use  in  hospitals  and  public  institutions. 

When  ordering    or  specifying    give   Catalogue   number  and   size. 


L.  WOLFF    MANUFACTURING    COMPANY 


F-6   1   53    ( ROLL-EDGE   WASH    SINK) 

F-6153  "Wolffs"  Enameled  Iron  Sectional  Roll-Edge  Wash 
Sink  of  three  Sections,  each  5  feet  long,  with  12-inch  High  Backs, 
with  Waste  Outlet  in  Center,  Overflow  Connection,  Galvanized  Iron 
Concealed  Supply  Pipe  with  two  Brass  "Extra  Pattern"  Com- 
pression Faucets  for  each  Section,  Galvanized  Perforated  Spray 
Pipe  with  Valve,  Galvanized  Soap  Cups,  Painted  Iron  Brackets  and 
lx2-inch  Rough  Brass  Trap, 


Price,  as  described  (  15  feet). 


SI  13.50 


The  Wash  Sink  can  be  furnished  in  one  Section  of  5  feet  or  in  Sections  up  to  45 
feet  long,  and  to  turn  corners,  see  F-6 1 46  and  6147. 


DIMENSIONS  AND    PRICES   OF   OTHER   SIZES: 

Width  of  Sink,   Front  to  Back,    18  inches;    Width  Inside,  14  inches;    Depth  at 

Outlet,  8V2  inches  :  Height  of  Back,  12  inches  ;  Depth  of  Back,  2%  inches. 


5 

feet, 

8 

feet 

10 

feet 

12 

feet 

15  feet 

18 

feet 

20 

teet 

25 

feet 

3  r  i  c  e  ,  Sink,  complete  as  described  above,  Enameled  : 


If  without  Faucets,  deduct  for  each  $1.25. 


I  42.50 
63.20 
78.00 
92.80 
113.50 
134.45 
149.25 
184.55 


The  Spray  Pipe  Feature  of  above  Wash  Sink  is  intended  to  furnish 
clean  water  for  rinsing  purposes  after  hands  have  had  preliminary  cleaning  in  the 
sink.     By  this  ai  rangement  clean  water  can  also  be  had  for  face-washing  purposes. 

The  Spray  extends  along  the  entire  length  of  the  Sink  and  can  be  shut  off  during 
working  hours  without  interfering  with  the  supply  of  the  Faucets. 


When  ordering  or  specifying  give  Ca 


number  and  size. 


L.WOLFF    MANUFACTURING    COMPANY 


F-6  1  54  —  (with    spouts) 

F-6154  includes  "Wolff's"  Enameled  Iron  Roll-Edge 
Sectional  Wash  Sink  of  three  Sections,  each  5  feet  long  with 
12-inch  High  Back,  with  Waste  Outlet  in  Center  and  Overflow 
Connection,  Galvanized  Iron  Concealed  Supply  Pipe  and  with 
Nickel  Plated  Cast  Brass  Spouts  and  one  Extra  Pattern  Com- 
pression Faucet  and  Loose  Key  Stop,  Painted  Iron  Brackets  and 
l>2-inch  Rough  Brass  Trap  with  Vent. 


Price,   complete  as  described  ( 1  5  feet), 


$111.50 


DIMENSIONS    AND     PRICES    OF    OTHER    SIZES: 

Width  of  Sink,  Front  to  Back,  1  8  inches;  Width  Inside,  1  4  inches:   Depth  at  Out- 
let, 8l/2  inches:  Height  of  Back,  12  inches;  Depth  of  Back  2%  inches. 

PRICES: 

INCLUDING     ENAMELED    SINK,     BACK    AND     BRACKETS. 

Length  of  Sink,     5  ft.        S  ft.      10  ft.       12  ft.       15  ft. 


12  ft. 
64.80 


18  ft.       20  ft.       25  ft. 

97.20    108.00    135.00 


$27.00   43  20   54.00     64.80     81.00 
Spouts,  Faucet,  Stop  Cock,  Trap  or  Supply  Pipe  not  included.  —  See  below. 

Nickel  Plated  Spouts,   extra  each  75c;    Faucet,  Si. 25:    L.  K.  Stop,  extra  SI. 25: 
1  ^-inch  Rough  Brass  Trap,  extra  $4.50. 


Concealed  Galvanized  Supply  Pipe  with  Special  Brass  ' 
extra  $1.75. 

Note: — F- 61  54  as  shown  is  provided  with  Spouts  supplied  through  a  Con- 
cealed Supply  Pipe,  when  Valve  on  Main  Supply  is  open  all  of  the  Spouts  are 
supplied:  when  Valve  is  closed  water  can  be  had  through  a  Compression  Faucet 
which  is  connected  with  Pipe  into  the  Main  Supply  above  the  Valve. 

This  style  of  Wash  Sink  is  especially  adapted  for  use  in  factories,  barracks, 
public  institutions  etc. 

When  ordering  or  specifying 


add  for  each  Faucet. 


Catalogue  number  and  siz 


L.  WOLFF  MANUFACTURING  COMPANY 


F-6155- 


(double  roll-edge  wash  sink,) 


F-6155—  "Wolff's"  Enameled  Iron  Sectional  Double  Roll- 
Edge  Wash  Sink  of  six  Sections,  three  on  each  side,  each  5  feet 
long,  with  12-inch  High  Backs,  with  Waste  Outlet  in  Center.  Over- 
flow Connection,  Galvanized  Iron  Concealed  Supply  Pipe  with  two 
Brass  "Extra  Pattern"  Compression  Faucets  for  each  Section, 
Galvanized  Perforated  Spray  Pipe  with  Valve,  Galvanized  Soap 
Cups,  two  Loose  Key  Stops,  Painted  Iron  Legs  and  Braces. 


Price,  as  described  ( 1 5  feet  on  each  side), 


$227.00 


The  Wash  Sink  can  \ 


i  furnished  in  one  Double  Section  of  5  feet  or  in  Sections 
up  to  45  feet  long. 

DIMENSIONS   AND    PRICES    OF   OTHER   SIZES: 

Width  of  Sink,  Front  to  Back,  18   inches:    Width  Inside,    14  inches:    Depth  at 

Outlet,  8%  inches  :  Height  of  Back,  12  inches  ;  Depth  of  Back,  2K  inches. 

Number  feet  on  each  side:  5ft.,  8  ft.,    10  ft.,    12  ft.,    15  ft.,    18  ft.,  20  ft.,   25  ft. 
Price.  Double  Sink,  complete  as  described  above,  Enameled  : 

-        -        -        -        S    85.00 

-        -        -        -        -  126.00 

156.00 
185  00 
227  00 
270.00 
300.00 

370.00 

If  without  Faucets,  deduct  for  each  SI. 25. 

The  Spray  Pipe  Feature  of  above  Wash  Sink  is  intended  to  furnish 
clean  water  for  rinsing  purposes  after  hands  have  had  preliminary  cleaning  in  tne 
sink,     by  this  arrangement  clean  water  can  also  be  had  for  face-washing  purposes. 

The  Spray  extends  along  the  entire  length  of  the  Sink  and  can  be  shut  off  during 
working  hours  without  interfering  with  the.supply  of  the  Faucets. 

When  ordering   or   specifying    give   Catalogue   number    and  size. 


5  feet 

8  feet 

10  feet 

12  feet 

1  5  feet 

18  feet 

20  feet 

25  feet 

L.WOLFF    MANUFACTURING  COMPANY 


F  -  6  1  56  (double  roll-edge  wash  sink) 

F-6156  includes  "Wolff's"  Enameled  Iron  Sectional  Double 
Roll-Edge  Wash  Sink  of  six  Sections,  three  on  each  side,  each 
5  feet  long,  with  Enameled  Iron  Connecting  Strip,  with  Waste  Out- 
let in  Center,  Overflow  Connection  and  six  Special  Pattern  Double 
Compression  Brass  Faucets  and  Enameled  Iron  Soap  Cups. 
Painted  Iron  Legs  and  Braces. 


Price,  complete  as  described  ( 1 5  feet  on  each  side), 


-      $177.00 


The  Wash  Sink  can  be  furnished  in  one  Double  Section  of  five  feet  or  in  Sections 
up  to  45  feet  long. 

DIMENSIONS: 

Width  Inside,  14  inches    Width  overall,  38  inches: 
Depth  at  Outlet,  8V2  inches. 


PRICES    OF    OTHER    SIZES: 

Number  of  feet  on  each  side:  5  ft.,  8  ft.,  10  ft.,  12  ft.,  15  ft.,  18 
Price,  Double  Sink,  complete  as  described  above,  Enameled, 


5 

feet 

8  feet 

10 

feet 

12 

feet 

15 

feet 

18 

feet 

20  feet 

25 

feet 

t.,  20  ft.,  25  ft. 

less  Faucets: 

$  52.00 
82.00 
102.00 
120.00 
147.00 
174.00 
192.00 
237.00 


For  Special  Double  Faucet  as  shown,  add  for  each  $5.00. 

The  above  style  of  Enameled  Wash  Sink  will  be  found  a  most  desirable  and 
practical  sanitary  fixture  for  schools,  public  buildings,  athletic  institutions,  rail- 
road depots,  government  barracks,  etc. 

When  ordering  or  specifying  give  Catalogue  number   and   size. 


L.    WOLFF    MANUFACTURING    COMPANY. 


F-6157 


WOLFF'S   EXTRA    WIDE   ROLL-EDGE  SECTIONAL  WASH   SINK. 


F-6157  represents  "Wolff's"  Extra  Wide  Roll-Edge  Sectional 
Wash  Sink  of  three  Sections,  each  Section  3  feet  long  by  24  inches 
wide,  with  15-inch  High  Back,  l)^-inch  Waste  Plug  with  Coup- 
ling and  Tailpiece,  Bronzed  Iron  Legs  and  two  Extra  Pattern  Com- 
pression Faucets. 


PRI CES: 

Three  Sections,  each  3  feet  long  by  24  inches 
wide  (9  feet  over  all),  with  two  Faucets 
and  Legs  as  shown,       - 

Add  for  each  Additional  Section,  3  feet  long, 


PAINTED      GALVANIZED       ENAMELED 


S50.50      S83.50        S89.50 
18.50         29.50  31.50 


Above  Sinks  are  especially  made  for  use   in   hotels,    hospitals,   barracks,    etc. 
where  wide,  large  Sinks  are  required. 


1/4-inch  Rough  Brass  Trap  with  Vent,  extra  $4.50. 
Extra  Brass  Faucets,  each  SI -25. 


When  ordering  or  specifying  give  Catalogue   number  and  size, 

ii5 


L.  WOLFF  MANUFACTURING  COMPANY 


F  -  6  1  5  8  (on    brackets) 

WOLFF'S  EXTRA    WIDE    ROLL-EDGE   SECTIONAL  WASH    SINK. 

F-6158  represents  "  Wolff's"  Extra  Wide  Roll-Edge  Sectional 
Wash  Sink  of  three  Sections,  each  Section  3  feet  long  by  24  inches 
wide,  with  15-inch  High  Back,  1 54-inch  Waste  Plug  with  Coupling 
and  Tailpiece,  Bronzed  Iron  Brackets  and  two  Extra  Pattern  Com- 
pression Faucets. 


P  RICES: 

Three  Sections,  each  3  feet  long  by  24  inches 
wide  (9  feet  over  all),  with  two  Faucets  and 
Brackets  as  shown        _____ 

Add  for  each  additional  Section,  3  feet  long. 


PAINTED      GALVANIZED     ENAMELED 


S47.50      S80.50       $86.50 
17.50         28.50  30.50 


If  v 


th  Standing  Overflow,  adj  S2.00. 


U_-inch   Rough   Brass  Trap   with   Vent,     extra  S4.50.     Extra   Brass    Faucets, 
each  SI. 25. 


When  ordering  or  specifying  give  Catalogue  number  and  size, 


L.  WOLFF    MANUFACTURING    COMPANY. 


i"  -  6  1  5  9  (with  spouts) 

F-6159  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Double 
Wash  Sink.  Painted  Cast  Iron  Legs  and  Braces  fitted  with  Brass 
Supply  Pipe  supported  on  Brackets:  the  Supply  Pipe  is  provided 
with  Cast  Brass  Spouts  and  one  Self-Closing  Doherty  Hose 
Bibb  connected  to  Main  Supply  as  shown.  Compression  Loose 
Key  Stop,  Galvanized  Iron  Soap  Cups,  Standing  Overflow  and 
Painted  Cast  Iron  Trap  with  Brass  Trap  Screw. 

DIMENSIONS: 

Width  of  Sink,  24  inches. 

All  Sinks  are  made  with  Sloping  Bottom,  so  they  will  drain  towards  center. 

Sink  in  center  at  outlet  is  8  inches  deep. 

PRICES    AND    SIZES: 

SIZE   OF    SINK  ENAMELED    INSIDE 

5  feet  long  with      6  Spouts, S    60.50 

6  feet  long  with     8  Spouts, 72.00 

8  feet  long  with  12  Spouts,  -        - 95.00 

9  feet  long  with  12  Spouts,  --------  105.00 

10  feet  long  with  14  Spouts,  -        -        -        -        -        -        -        -  111.50 

12  feet  long  with  16  Spouts,  --------  123.00 

14  feet  long  with  18  Spouts,  --------  138-50 

16  feet  long  with  20  Spouts.  --------  157.00 

1  8  feet  long  with  22  Spouts,  --------  175.50 

20  feet  long  with  24  Spouts, 194.00 

Sinks  up  to  12  feet  long  are  furnished  with  2  inch  Trso. 

Note:— The  above  can  be  furnished  as  shown  in  illustration  up  to  35  feet  long. 

F-6159  is  provided  with  Spouts  which  are  supplied  through  a~  main 
pipe  in  center  as  shown:  when  Valve  on  main  supply  is  open  all  of  the  Spouts  are 
supplied;  when  Valve  is  closed  water  can  be  had  through' a  Self-Closing  Doherty 
Faucet,  which  is  connected  with  pipe  into  the  main  supply  above  the  Valve. 

This  style  of  Wash  Sink  is  especially  adapted  for  use  in  factories,   barracks, 
public  institutions,  etc. 

When  ordering  or  specifying  give  Catalogue  number  and   size. 
"7 


L    WOLFF  MANUFACTURING  COMPANY. 


F  -  6  16  0  (with  faucets) 

F-6160  includes  "Wolffs'*  Enameled  Iron  Roll  -  Edge 
Double  Wash  Sink  with  Painted  Cast  Iron  Legs  and  Braces 
fitted  with  Brass  Supply  Pipe,  supported  on  Brackets,  Extra 
Pattern  Compression  Bibbs,  Compression  Loose  Key  Stop.  Gal- 
vanized Iron  Soap  Cups,  Standing  Overflow  and  Painted  Cast 
Iron  Trap  with  Brass  Trap  Screw. 

DIMENSIONS: 

Width  of  Sink,  24  inches. 

All  Sinks  are  made  with  Sloping  Bottom,  so  they  will  drain  towards  center. 

Sink  in  center  at  outlet  is  8  inches  deep. 


PRICES    AND    SIZES: 

SIZE    OF   SINK  ENAYELED     INSITE 

5  feet  long  with      6  Faucets, -      $    61.00 

6  feet  long  with     8  Faucets,        ........  73.00 

8  feet  long  with   12  Faucets,  --------  97.00 

9  feet  long  with   12  Faucets.  --------  107.00 

10  feet  long  with   14  Faucets,        -        - -  114.00 

12  feet  long  with   16  Faucets, 126.00 

14  feet  long  with   18  Faucets,        -                         142.00 

16  feet  long  with  20  Faucets,  -        -        -        -        -        -        -        -  161.00 

18  feet  long  with  22  Faucets,  --------  180.00 

20  feet  long  with  24  Faucets, 199.00 

Sinks  up  to  12  feet  long  are  furnished  with  2-inch  Trap: 
over  12  feet  3-inch  Trap. 

The  Outlet-End  of  Trap  is  made  to  calk  into  Hub  of  Soil  Pipe  Fitting. 
Note: — The  above  can  be  furnished  as  shown  in  illustration  up  to  35  ft.  long. 

This  style  of  Wash  Sink  is  especially  adapted  for  use  in  factories,  barracks, 
public  institutions,  etc. 

When  orderi  ng  or  speci  fyi  ng  give   Catalogue  number   and   size. 


L.    WOLFF    MANUFACTURING   COMPANY 


F  -  6  1  6  1  (WITH  FAUCETS  FOR  HOT  AND  COLD  WATER) 

F-6161  includes  "Wolff's"  Enameled  Iron  Roll-Edge  Double 
Wash  Sink  with  Painted  Cast  Iron  Legs  and  Braces  fitted  with 
two  Brass  Supply  Pipes,  one  for  Hot  and  one  for  Cold  Water,  sup- 
ported on  Brackets,  Extra  Pattern  Compression  Faucets,  two  Com- 
pression Loose  Key  Stops.  Galvanized  Iron  Soap  Cups,  Standing 
Overflow    and    Painted  Cast  Iron    Trap    with   Brass  Trap  Screw. 

DIMENSIONS: 
Width  of  Sink,  24  inches. 

All  Sinks  are  made  with  Sloping  Bottom  so  they  will  drain  towards  center. 
Sink  in  center  at  Outlet  is  8  inches  deep. 


PRICES   AND   SIZES: 


.FD    INSIDE 

$  65.75 
78.50 
104.00 
114.75 
122.50 
136.00 
153.50 
174.00 
194.50 
215.00 


5  feet  long  with  6  Faucets, 

6  feet  long  with  8  Faucets 

8  feet  long  with  12  Faucets 

9  feet  long  with  1 2  Faucets 
10  feet  long  with  14  Faucets 
1  2  feet  long  with  1  6  Faucets 
14  feet  long  with  18  Faucets 
16  feet  long  with  20  Faucets 
1  8  feet  long  with  22  Faucets 
20  feet  long  with  24  Faucets, 

Sinks  up  to   12  feet   long  are  furnished  with   2- 
3-inch  Trap. 

The  Outlet-End  of  Trap  is  made  to  calk  into  Hub  of  Soil  Pipe  Fitting. 

Note:— The  above  can  be  furnished  as  shown  in  illustration  up  to  35  feet  long. 

This  style  of  Wash  Sink  is  especially  adapted  for  use  in  factories,  barracks, 
public  institutions,  etc. 

When  ordering  or  specifying  gi  ve  Catalogue  number  and   size. 
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nch  Trap;   over    12  feet  long 


L.    WOLFF  MANUFACTURING    COMPANY 


Wolff's   Galvanized    Mixing   Chambers. 


F-6i82 

"Wolffs'"  Galvanized  Iron  Mixing  Chamber  for  mixing  and 
supplying  Hot  and  Cold  Water  :  an  arrangement  which  can  be  used 
to  advantage  with  Sectional  Wash  Sinks  and  Sectional  Lavatories 
when  only  one  Supply  Pipe  is  used  (see  F-6 147-48  and  F-6149 1. 
and  other  combinations  shown  in  this  catalogue. 

The  Engineer  or  Janitor  can  adjust  the  Hot  and  Cold  Water 
Supply  Valves  so  that  any  desired  temperature  may  be  secured 
and  maintained  during  the  time  that  the  Wash  Sinks  are  being 
used.  The  temperature  is  indicated  by  a  thermometer  placed  at 
the  top  of  the  tank,  as  shown  in  the  illustration. 

We  furnish  the  Galvanized  Mixing  Chamber  with  Thermometer 
and  Supports  as  shown:  the  valves  and  piping  we  do  not  furnish, 
this  work  usually  being  done  by  the  Plumber  to  suit  requirements. 
Mixing  Chambers  can  also  be  furnished  so  they  can  be  placed 
horizontally,  should  that  be  more  suitable. 

When  ordering,  in  order  to  avoid  delay  and  expense,  a  sketch 
should  be  sent  showing  exact  location  and  size  of  all  openings 
required  except  the  Hot  and  Cold  Inlets,  which  are  provided  for, 
and  state  if  to  be  used  vertically,  as  shown  above,  or  horizontally. 

Regular  sizes  and  dimensions  are  as  follows : 

24  Gallon  1  2  in.  Diameter  x  48  in.  long         -----  4  openings. 

30  Gallon  1  2  in.  Diameter  x  60  in.  long         _____  4  openings. 

40  Gallon  14  in.  Diameter  x  60  in.  long         -  4  openings. 

50  Gallon  1  6  in.  Diameter      60  in.  long         -----  4  openings. 
Prices  upon  application. 


L.WOLFF    MANUFACTURING    COMPANY 


Wolff's   Galvanized   Range   Boilers. 


F-6194 

HORIZONTAL    WITH    SI  EAM    INLET   AT   TOP. 


F-6  195 


HORIZONTAL    WITH    STEAM     INLET  AT    EOTTOM. 


F-  6  1   9  3 VERTICAL 


F-6196 

HORIZONTAL   WITH    STEAM    INLET   AT    END. 


Above  Boilers  are  made  in  sizes  from  30  to  192  gallons  capacity. 
Prices  upon  application. 

Galvanized  Iron   Range   Boilers 

WITH    GALVANIZED    IRON    STEAM    COIL. 

We  manufacture  Boilers  as  shown  above  with  Galvanized  Iron  Steam  Coil 
inside  to  heat  the  water  by  steam,  especially  for  use  in  hotels,  factories,  public 
institutions,  hospitals,  asylums,  or  in  places  where  a  large  quantity  of  hot  water  is 
required  and  steam  is  used  for  heating  purposes  instead  of  coal  or  gas. 

The  above  system  of  hot  water  heating  is  adapted  for  use  in  large  institutions, 
especially  factories  where  each  department  has  its  toilet  room  and  it  is  often  de- 
sirable that  an  independent  hot  water  supply  is  provided  for  the  wash  sinks  or 
lavatories  in  the  metal  polishing  and  buffing  departments,  etc.  In  such  cases  the 
above  system  of  heating  is  very   satisfactory. 

In  small  Plants  where  less  than  190  gallons  of  water  are  required  at  one  time 
and  where  steam  can  be  used,  the  above  is  the  best  arrangement  and  most 
economical. 

All  of  these  Boilers  have  in  addition  to  the  inlet  and  outlet  connections  for 
steam  also  the  regular  1-inch  pipe  openings  for  connection  to  the  water  back. 
The  Water  Back  Openings  are  plugged  if  steam  only  is  used. 

We  operate  a  complete  and  extensive  plant  for  the  manufacture  of  Range 
Boilers.  The  best  materials,  improved  machinery,  skilled  workmanship  and 
careful  attention  to  every  detail  in  the  process  of  manufacture  insures  our  customers 
first-class  goods.  Each  Boiler  is  subjected  to  a  severe  test  and  is  thoroughly  in- 
spected before  shipment  and  bears  our  Trade  Mark  Label  (Wolff's  Head). 

Always  state  the  number  of  pounds  of  steam  pressure  to  be  used  on  the  coil. 

We  would  also  recommend  the  use  of  our  Extra  Heavy  Boiler,  which  will  give 
the  best  satisfaction. 

When    ordering   gi  ve  C  a  t  a  1  o  g  u  e   number    and   capacity  and 
specify  Wolff's    Extra    Heavy    Boiler. 


L.WOLFF    MANUFACTURING  COMPANY 


WOLFF'S    BRASS   GOODS. 


F-62C0 

"Wolffs"  No.  0  Fuller 
Faucet. 

Nickel  Flated  Brass,  each     -    $1.25 
If  with  China  Handle,  add  50c 


F-6201 
'•Wolffs"  No.  0  Fuller 
Faucet. 

With  China  Index  Top. 
Nickel  Plated  Brass,  each    -     $1.50 


F-6203 
'Wolffs"  No.   19  Fuller 


F-6202 
"Wolffs"  No.  0  Fuller 
Faucet. 

r"  3.UCG  t 
With   China   Index   Top  and   China 

Handle.  With  Union  Coupling. 

Nickel  Plated  Brass,  each     -    $2.00  Nickel  Plated  Brass,  each     -    $1.50 

Lavatories  when   fitted  complete  with  our  own  make  Brass  Goods  will  give  bes; 
satisfaction. 

Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  ship- 
ment is  made. 


When  ordering  or  specifying  giveCatalogue  name  and  number. 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6204 

•*  W  olf  f\s"  Extra 
Heavy  Self-Closing  Faucet 
with  Ball  Handle  with  China 
Index. 

Nickel    Plated,    each        -  $2.50 


F-6205 

"Wolff's"  Boston  Self- 
Closing  Faucet  with  Ball 
Handle  with  China  Index. 


Nickel   Plated,    each 


$2.25 


F-6206  F-6207 

"  Wo///'s"The  "Dupont"  "Wolff's"     Doherty 

Seif-Closing  Faucet  with  Ball  Pattern     Self-Closing     Basin 

Handle  with  China  Top.  Faucet. 

Nickel   Plated,    each        -         $2.00  Nickel  Plated,  each         -         S2.00 

Each  Faucet  is  tested  under  Heavy  Water  Preasure  and  inspected  before  ship- 
ment is  made. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S    BRASS   GOODS. 


F-6208 
"Wo  1  f /'  s"      (Gielow 
Patent)      Self-Closing     Basin 
Faucet,  closing  against  pres- 
sure. 


Nickel  Plated,  each 


$2.50 


F-6209 

"Wolff's"  I  Gielow 
Patent)  Self-Closing  Basin 
Faucet,  closing  with  pressure. 

Nickel  Plated,  each         -         $2.50 


F-62  10 
"Wo  Iff's"  <Gielow 
Patent)  Self- Closing  Basin 
Faucet,  closing  against  pres- 
sure, with  China  Index  Top 
and  China  Handle. 
Nickel  Plated,  each         -  $3.25 


F-62  1    1 

"Wo  Iff  s  "      (Gielow 
Patent)  Self- Closing    Faucet, 
closing   with    pressure,     with 
China  Index  Top. 
Nickel  Plated,  each         -  $2.75 

If  with  China  Handle,  add  50c. 


Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  ship- 
ment is  made. 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.    WOLFF    MANUFACTURING    COMPANY 


WOLFF'S    BRASS   GOODS. 


F-62  1  2 


F-62  1  3 


"Wolff's"    No.    1    Fuller  "Wolffs"   No.  2  Fuller 

Faucet.  Faucet. 

Nickel   Plated,    each        -         $1.25  Nickel  Plated,  each         -  $1.50 


F-62  1  4 

"Wolffs"  No.  4  Fuller 
Faucet. 

Nickel  Plated,  each         -         $2.00 


F-621  5 
"Wolffs"  No.  16  Fuller 
Faucet. 

Nickel  Plated,  each         -  $2.50 

If  with  China  Handle,  add  50c 


Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  ship- 
ment is  made. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.   WOLFF    MANUFACTURING    COMPANY 


WOLFF'S    BRASS   GOODS. 


F-62  1  6 

"Wolff's"  No.  15  Fuller 
Faucet. 

Nickel  Plated,  each         -         $2.25 


F-62  1  7 
"Wolffs"  No.  19  Fuller 
Faucet   with  Union    Coupling 
China   Index    Top   and   China 
Handle. 
Nickel  Plated,  each         -         $2.25 


F-62  1  8 

■■Wolff's"  No.  15Fuller 
Faucet  with  China  Index  Top 
and  China  Handle. 

Nickel  Plated,  each         -         $3.00 


F-62  19 

"  Wolffs'  No.  14  Fuller 
Faucet  with  China  Handle. 

Nickel  Plated,  each         -         $2.75 


Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  ship- 
ment is  made. 


When  ordering   or  stecifying  give  Catalogue  name   and  number. 


L.WOLFF    MANUFACTURING  COMPANY 


WOLFF'S    BRASS    GOODS. 


F-6220 

"  Wolff's"  No.  10  Fuller 

Faucet. 

Nickel  Plated,  each         -         S3. 00 


F-6221 

'•  Wolff's"    No.  10  Fuller 

Faucet  with  China  Handle  and 

China  Index  Top. 
Nickel  Plated,  each         -         $3.75 


F-6222 

"Wolff's"  No.  14  Fuller 

Faucet  with  China 

Index  Top. 

Nickel  Plated,  each         -         S2.50 
If  with  China  Handle,  add  50c. 


F-6223 

"Wolff's"  No.  6  Fuller 

Faucet. 

Nickel  Plated,  each         -         S2.25 

If  with  China  Handle,  add  50c. 


Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before 
shipment  is  made. 

Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give  best 
satisfaction. 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.    WOLFF    MANUFACTURING   COMPANY 


WOLFF'S   BRASS   GOODS. 


IF 


ra 


F-6224 

"Wolff's"  Extra  Pattern 
Cross  Handle  Compression 
Faucet. 


Nickel  Plated,  each 


SI. 15 


F-6225 

•'Wolff's"  Cross  Handle 
Compression  Faucet. 

Nickel  Plated,  each  -  $1.00 


&IP 


H 


F-6226 

'■Wolff's"    Extra    Pattern 
Cross     Handle     Compression 
Faucet. 
Nickel   Plated,    each        -         S1.25  Nickel   Plated,   each        -         SI. 00 


F-6227 

"Wolff's"  No.   25    "T" 
Handle    Compression  Faucet. 


Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  shit- 
ment  is  made. 


When  ordering  or  specifying  giveCatalogue  name  and  number. 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6228 

"  Wolff's"  No.  35  Heavy 
Pattern    Compression    Faucet 
with  China  Index. 
Nickel  Plated,  each,         -         $1.75 


F-6229 

"Wolff's"   No.  30  Com- 
pression   Faucet    with   China 
Index. 
Nickel  Plated,  each.         -         $1.50 


F-6230 

*  "Wolffs"  No.  31   Cross 

Handle    Compression  Faucet, 
"Extra   Pattern". 


Nickel  Plated,  each, 


$1.50 


F-623  1 

"Wolffs"  No.  32  Com- 
pression Faucet,  "Extra 
Pattern",  with    China    Index. 


Nickel  Plated,  each, 


S2.00 


Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give 
best  satisfaction. 

Each  Faucet  is  tested  under  Heavy  Water  Pressure  and  inspected  before  ship 
ment  is  made. 

When  ordering  or  specifying  give  Catalogue  name  and  number 
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L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6235 

"Wolffs''   "Extra  Pattern" 

Compression  Combination 

Faucet. 

Nickel  Plated,  each         -         $7.50 


F-6237 

■'Wolff's"  "Extra  Pattern" 

Compression  Combination 

Shampoo  Faucet 

with  Swinging  Tube. 

Nickel  Plated,  each        -        SI  2.00 

When  ordering  or  specifying 


F-6236  —  (swinginctube  ) 

"Wolff's"  "Extra  Pattern" 

Compression  Combination 

Shampoo  Faucet 

with  Swinging  Tube. 

Nickel  Plated,  each        -        $10.00 


F-6238 

"Wolff's"    "Extra  Pattern" 

Compression  Combination 

Shampoo  Faucet  with 

Swinging  Hose  End  Coupling. 

Nickel  Plated,  each        -        SI  1.00 

veCatalogue  name  and  number. 


L.  WOLFF  MANUFACTURING  COMPANY 

WOLFF'S   BRASS   GOODS. 


F-6239 

"Wolff's"  Fuller  Com- 
bination Basin  Faucet,  Round 
Pattern. 

Nickel  Plated,  each      -        -      S6.00 
If  with  China  Handles,  add  $  1 .00 


F-6240 
"Wolff's"     Fuller    Combi- 
nation Basin  Faucet. 
Nickel  Plated,  each,        -         -        S7.00 
If  with  China  Handles,  add  $  1 .00. 


Wl 


F-6241 

"Wolffs"  Fuller  Com- 
bination Shampoo  Faucet  with 
Sprinkler. 


Nickel  Plated,  each, 
If  with  China  Handles,  add  , 


S7.00 
1.00 


F-6242 

"Wolff's"     Fuller     Combi- 
nation  Shampoo    Faucet    with 
Swinging  Tube. 
Nickel  Plated,  each,      -        -      SI  1.00 

F-6242  has  Swinging  Tube.  The 
Shampoo  and  Basin  Supply  can  be  used 
separately  or  together,  as  each  has  its 
own  valves. 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


'Ideal"    Brass    Waste. 


LARGE    DIAMETER 


Nickel  Plated,  each,     -----     S4.00 
If  with  China  Index,  add  50c 

F-6250 

(large  diameter) 

"Wolffs'"  Ideal  Waste  furnished  with  our  Lavatories  is  of 
Large  Diameter  and  will  carry  off  more  water  through  Overflow 
than  any  other  on  the  market. 


F-6254 

"Wolff's"   Nickel  Plated  Brass  Continuous  Waste  Pipe  for 
Lavatories,  etc. 

1  Yx  inch  per  section,       ----------        SI. 65 

1  Yl  inch  per  section,       ----------  1.75 

2  inch  per  section,       ----------  2.50 

All  of  our  Brass  Goods  are  tested  under   Heavy  Water  Pressure  and  inspected 
before  shipment  is  made. 

When  ordering  or  specifying  g  i  ve  Cat  al  ogue  name  andnumber. 
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L.    WOLFF    MANUFACTURING   COMPANY 


WOLFF'S   BRASS   GOODS. 


R 


f 


i 


^3  i: 


F-6258     F-6259     F-6260    F-6261 
Lavatory  Supply  Pipes  y%  inch  Iron  Pipe  Size. 


F-6258— Nickel  Plated  Brass,  each, 

F-6259— Nickel  Plated  Brass,  each, 

F-6260— Nickel  Plated  Brass,  each, 

F-6261— Nickel  Plated  Brass,  each, 


$1.50 
2.25 
3.50 
2.75 


All  of  our  Supply  Pipes  are  made  of   the  best  Seamless  Brass  Tube,  Iron  Pipe 

Size,  and  are  tested  under  Heavy  Water  Pressure  before  shipment 

is  made. 


When  ordering  or  specifying  gi  ve  Catalogu  e  name  and  number. 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6265  F-6266 


4t> 

F-6267  F-626c 


'Wolff's"    "Extra   Quality"    Cast    Brass  Supply    Pipes   for 
Lavatories. 


F-6265       F-6266      F-6267       1  ( 

Price,   Nickel   Plated  Brass,   each       -        S2.50        S2.50        S3. 75        S3. 50 


If  with  Index  on  Valve,  add  25c. 


All  of  the  above  Extra  Quality  Supply  Pipes  have  extra  heavy  Cast  Brass  Valves 

and  Air  Chambers,  are  made  of  the  best  Seamless  Brass  Tube,  Iron  Pipe 

Size,  and  are  tested  under  Heavy  Water  Pressure  before  shipment. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


Lavatory  Supply  Pipes :   ^g-inch  Iron  Pipe  Size. 


F-6272      F-6273      F-6274      F-6275 
Price.   Nickel  Plated  Brass,  each       -       $2.50        $3.25        $1.25        $2.00 


All  of  our  Supply  Pipes  are  made  of  the  best  Seamless  Brass  Tube,  Iron  Pipe 
Size,  and  are  tested  under  Heavy  Water  Pressure  before  shipment. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6285 
"Wolff's"  Cast  Brass  Lavatory  Bracket. 

Nickel  Plated,  each        _-__-__-- 


9 


F-6286 

"Wolff's  "  Cast.  Brass  Lavatory  Leg  with  Brace  to  Wall. 

Nickel  Plated,  each        ----------        S4.50 


Lavatories  when  fitted  complete  with  our  cwn  make  Brass  Goods  will  give  best 
satisfaction. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.    WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6287 

"Wolff's"  Cast  Brass  Lavatory 
Bracket. 


15x1  7— Nickel  Plated,  each 
16x1 8— Nickel  Plated,  each 
18x20— Nickel  Plated,  each 


S2.25 
2.50 
2.75 


F-6288 

"Wolff's"  Cast  Brass  Lavatory 
Bracket  No.  27. 

Nickel  Plated,  each  -        -        S4.50 


Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give  best 
satisfaction. 


When  ordering  or  specifying  give  Catalogue   name  and  number. 
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L.    WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


T~ 


F-6290 
Cast    Brass    Leg   for 
Enameled  Lavatories. 
Nickel   Plated,    each        -         $3.75 


F-6291 
Cast  Brass  Octagon  Leg 
for  Enameled  Lavatories. 
Nickel  Plated,  each         -         $4.50 


Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give  best 
satisfaction. 


When  ordering  or  specifying  giveCatalogue  name  and  number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


CAST    IRON    DRUM    TRAPS. 


F-643  1 
Cast  Iron  Drum  Trap  with 
three  Openings  tapped  for 
2-inch  Iron  Pipe  with  Brass 
Projecting  Flange  Trap  Screw. 
Enameled  inside,    each      -      $5.75 


F-6433 
Cast  Iron  Drum  Trap  with 
two  openings  tapped  for  2-inch 
Iron  Pipe  with  Nickel  Plated 
Brass  Trap  Screw,  with  Pro- 
jecting Flange. 
Enameled  inside,    each      -      $5.75 


F-6432 
Cast  Iron  Drum   Trap  with 
three    Hubs     for    2-inch    Soil 
Pipe    with    Brass    Projecting 
Flange   Trap   Screw. 
Enameled  inside,    each      -      $5.75 


F-6434 
Cast  Iron  Drum  Trap  with 
two  Hubs  for  2-inch  Soil  Pipe 
with  Nickel  Plated  Brass  Trap 
Screw  with  Projecting  Flange. 
Enameled  inside,  each      -      $5.25 


Note:— Any  of  the  above  can  be  made  with  extra  openings,  if  desired. 

When  ordering  or  specifying  gi  ve  Cat  alogue  name  and  number. 

139 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


?s=^ 


F-6439 

Cast  Brass  Lavatory  Trap. 
\\i  in.    1%  in. 
Nickel  Plated,  each      $3.00    $4.00 


F-6440 

Cast  Brass  Lavatory  Trap. 
i\4  in.    i%  in. 
Nickel  Plated,  each      $3.50    $4.50 


F-644 1 

Cast  Brass  Lavatory  Trap. 
i'4  in.    \Y2  in 
Nickel  Plated,  each       $3.00     $4.00 


F-6442 
Cast  Brass  Lavatory  Trap. 

i ','  in.    i  %  in 
Nickel  Plated,  each      $3.00    $4.00 


All  of  our  Brass  Goods  are  tested  under  Heavy  Water  Pressure  and  inspected 
before  shipment  is  made. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.    WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F- 6443 
Cast  Brass  Lavatory  Trap. 


Nickel  Plated,  each 


iMin. 
$3.00 


F-6444 
Cast  Brass  Lavatory  Trap. 


Nickel  Plated,  each 


$2.75 


F-6445 

Cast  Brass  Lavatory  Trap. 

l^-inch  for  Iron   Pipe  Connection. 

Nickel  Plated,  each         -         $3.50 


F-6446 
Cast  Brass  Lavatory  Trap. 

Nickel  Plated,  each         -         $3.00 


All  of  our  Brass  Goods  are  tested  under  Heavy  Water  Pressure  and  inspected 
before  shipment  is  made. 


When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


F-6450 

''Wolff's"  Cast  Brass  Drum  Trap. 

5-inch  Diameter:    10-inch  High  for  2-inch  Connection. 

Polished  Brass,    -----------        $16.00 

Nickel  Plated,      -----------  18.00 


^^J 


F-645 1 

"Wolff's"  Cast  Brass 
Drum  Trap. 

4-in.   Diameter:     8^-in.    High: 
l^-in.  Outlet;    1 '4-in.  Inlet. 

To  go  under  floor.     Trap  Screw  only 
finished;  Body  rough. 


Polished  Brass, 
Nickel  Plated, 


S7.00 
8.00 


F-6452 

-Wolff's"    Cast  Brass 

Drum  Trap. 

4lA-in.   Diameter;    8'/2-in.    High: 

1^-in.  Outlet;   1%-in.  Inlet. 
Polished  Brass,       -        -        $10.00 
Nickel  Plated,         -        -  1  1.50 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


1  4% 


F-6455  F-6456 

"Wolff's"    Cast  Brass  "Wolff's"   Cast   Brass 

Lavatory  Trap.  Lavatory  Trap. 

Nickel  Plated,  each         -         $4-00  Nickel  Plated,  each         -         $4.00 


Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give  best 
satisfaction. 


When  ordering  or  specifying   give  Catalogue  name  and  number. 
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L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S    BRASS   GOODS. 


F-6460 
"  Wolff's  "  Cast  Brass  Lava- 
tory Trap.     "Extra  Quality". 


F-646 1 
"  Wolff's"  Cast  Brass  Lava- 
tory Trap.     "Extra  Quality". 


Nickel  Plated,  each 


$5.00  Nickel  Plated,  each 


If  without  Vent,  deduct  50c. 


Lavatories  when  fitted  complete  with  our  own  make  Brass  Goods  will  give  best 
satisfaction. 


When  ordering  or  specifying  give  Catalogue  name  and  number 
144 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


F  -  6  4  8  7  —  (to  wall) 

"Wolffs"  Cast  Brass 
Non-Syphoning  Trap. 

Nickel  Plated,  each        -        SI 0.00 


F  -  6  4  8  8  —  (to  floor) 

"Wolffs"  Cast  Brass 
Non-Syphoning  Trap. 

Nickel  Plated,  each        -        $10.00 


Our  Non-Syphoning  Trap  will  retain  its  Water  Seal  at  all  times,  is  self-scouring 
and  does  not  require  back-venting.     It  can  be  fitted  to  any  of  our  Lavatories. 


When  ordering  or  specifying  give  Cat  alogu  e  name  and  number 


L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


Brass  Towel   Racks. 


F-6900 (SINGLE  ROD) 


r 


T&*~ 


F-6  90  1    —    (TWO  RODS) 


THREE  RODSI 


Size,  length  over  all           -  20  in.  24  in.  30  in 

F-6900  Nickel  Plated  Brass,  each  (Single  Rod),  $2.50  $3.00  $3.50  $4.00 

F-690 1  Nickel  Plated  Brass,  each  (Two  Rods),  3.00  3.50  4.00  4.50 

F- 6902  Nickel  Plated  Brass,  each  (Three  Rods),  4.00  4.75  5.50  6.50 

Any  of  above  can  be  made  to  order  of  any  length  desired. 

When  ordering  or  specifying    give  Catalogue  name   and  number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Brass  Towel  Racks. 


F  -  6 9  0  3  —  (single  rod. ) 


F  -  6  9  0  4  —  (two  rods.  ) 


F  -  6  9  0  5  —  (three  rods 


Size,  length  over  all  - 

F-6903  Nickel  Plated  Brass  (Single  Rod), 
F-6904  Nickel  Plated  Brass  (Two  Rods), 
F-6905  Nickel  Plated  Brass  (Three  Rods), 


20  in.  24  in.  30  in.  36  in. 

$1.75  $2.00  $2.25  $2.75 

2.25  2.50  2.75  3.50 

2.75  3.25  3.75  4.50 


Any  of  above  can  be  made  to  order  of  any  length  desired. 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


Nickel  Plated  Brass  Towel  Racks. 


F  -  6  9  0  6  (  NICKEL  PLATED  BRASS.  ) 


Price,  each 


20  in.       24  in.       30  111. 

$1.50       $1.75       $2.00 


_&* 


F  -  6  9  0  7  (  NICKEL  PLATED  BRASS.  ) 


20  in.       24  in.        30  in. 

$1.25       $1.50       $1.75 


Swinging  Towel   Racks. 


F  -  6  9  0  8  (  WITH  FOUR  ARMS.  ) 

Nickel  Plated,  each  ______-_--        $4.00 


F  -  6  9  10 (  WITH  TWO  ARMS.  ) 

Nickel  Plated,  each,  (6-inch  Bars)         -        -        -        -        -        -        -        $1.50 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


Nickel    Plated    Brass    Towel    Shelf   and    Rack. 


F-6  9  1   1    (TOWEL  SHELF  AND   RACK) 


Nickel  Plated  Brass,  each, 


$5.00  $5.75 


F-  69  1  2  (TOWEL    SHELF) 


20  in.  24  m. 

Nickel  Plated  Brass,  each,  -------        $4.00  $4.75 

When  ordering  or  specifying  give  Catalogue  name    and  number. 
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L.  WOLFF    MANUFACTURING    COMPANY 

Nickel   Plated   Brass  Towel   Racks. 

F -  6  9  13  —  (roller  towel  rack.  ) 

Nickel  Plated  Brass,  each    ---------        $3.00 

Roller  is  1  8^2  inches  long. 

U 

F  -  6  9  1  4  —  (v/ith  LOCK.  ) 
Nickel  Plated  Brass,  each     ---------        $4.25 

Has  Lock  so  Towel  cannot  be  Removed. 

*^ ^^^  ...«4f 

F  -  6  9  1  5  —  (with  glass  rod.  ) 

18  inches  long,      -----------        $2.75 

24  inches  long,      -----------  3.00 

30  inches  long,      -----------  3.25 


F-69  1  6 

With  Glass  Rod  and  Cut  Glass  Knobs,        -  Price  upon  application. 


L.  WOLFF    MANUFACTURING    COMPANY 


Wolff's  Towel  Shelves  and  Hooks. 


F  -  6  9  17 (  ONE  INCH  FROM  WALL.  ) 

Plate  Glass  Shelf. 
J^-inch  thick  x  5  inches  wide,  supported  on  Nickel  Plated  Brass  Brackets. 
1  6  in.  long,  with  brackets,  list  S4.75  26  in.  long,  with  brackets,  list  S6.00 

18  in.  long,  with  brackets,  list     5.00  28  in.  long,  with  brackets,  list    6.25 

20  in.  long,  with  brackets,  list     5.25  30  in.  long,  with  brackets,  list    6.50 

22  in.  long,  with  brackets,  list     5.50  32  in.  long,  with  brackets,  list    6.75 

24  in.  long,  with  brackets,  list    5.75  36  in.  long,  with  brackets,  list    7.75 


F-6918 

Plate  Glass  Shelf. 

J^-inch  thick  x  5  inches  wide,  supported  on  Nickel  Plated  Brass  Brackets. 

1 6  in.  long,  with  brackets,  list  S3. 00  26  in.  long,  with  brackets,  list  S4.25 


.  long,  with  brackets 
20  in.  long,  with  brackets, 
22  in.  long,  with  brackets, 
24  in.  long,  with  brackets, 


3.25 
3.50 
3.75 
4.00 


28  in.  long 
30  in.  long 
32  in.  long 
36  in.  long. 


with  brackets, 
with  brackets, 
with  brackets, 
with  brackets, 


list  4.50 

list  4.75 

list  5.00 

list  6.00 


F-6  9  1  9  —  (with  swinging  hooks.) 

Nickel  Plated  Brass,      ----------        $4.00 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.  WOLFF    MANUFACTURING    COMPANY 


WOLFF'S   BRASS   GOODS. 


Sponge  Holder  and  Towel  Basket. 


F-6920  (TOWEL   BASKET) 


Nickel  Plated  Brass, 


Height,  20  inches;  Diameter,  1  2  inches. 


TT^rv 


F-6  924  (CAST  BRASS  SPONGE  HOLDER) 

Nickel  Plated  Brass,   11x16  inches,     -------        $8.00 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Bath   Room   Fixtures  —  Sponge   Holders. 


F-69  2  5  —  (CAST  BRASS) 

Oval  Sponge  Holder,  9/4.  x  7%  inches. 

Nickel  Plated  Brass,        -        $5.00 


F  -  6  9  2  6  —  (CAST  BRASS) 

Round  Sponge  Holder. 

Nickel  Plated  Brass,         -        S3. 50 


F-6927 

Sponge  Holder  and  Soap  Dish. 

(To  hang  over  Rim  of  Bath  Tub.) 
Nickel  Plated  Brass,        -        $3.25 


F-6928 

Sponge  Holder  with  Bracket. 
Nickel  Plated  Brass,        -        $3.25 


F-6929 

Sponge  Holder  for  Bath  Tub. 
Nickel  Plated  Brass,        -        $2.00 


When  ordering-  or  specifying  give  Catalogue  name  and  number 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Cast   Brass  Tumbler   Holders. 


F-6930 


F-6931 


Nickel    Plated   Cast    Brass 
Tumbler  Holder. 


Nickel    Plated   Cast    Brass 
Tumbler  Holder,  Fancy. 


F-6932 


F-6933 


Nickel  Plated  Cast  Brass 
Holder,  with  Porcelain  Tooth 
Brush  Receiver  and  Porcelain 
Soap  Dish. 


Nickel  Plated  Cast  Brass 
Holder,  with  Porcelain  Tooth 
Brush  Receiver  (Tumbler  not 
included). 


Price.       -  $6.50  Price.       -  S4.25 

When  ordering  or  specifying  give  Catalogue  name  and  number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Cast  Brass  Tooth  Brush  Holders. 


F-6935 

Nickel  Plated  Brass  Tooth  Brush  Holder.     - 


§1 

F-6936 

Nickel  Plated  Brass  Tcoth  Brush  Holder.   - 


I 


w 

F-6937 

Nickel  Plated  Cast  Brass  Tooth  Brush  Holder  with  Porcelain  Receiver,    -     S2.25 


F-6940 

Nickel  Plated  Cast  Brass  Holder  with  Porcelain  Tooth  Brush  Receiver, 

Porcelain  Mug  and  Porcelain  Soap  Dish,       -----        $9.25 
Tumbler  not  included. 

When  ordering  or  specifying   give   Catalogue  name  and   number. 
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L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Cast  Brass  Brush  and  Comb  Holders. 


F-6942 

Nickel  Plated  Cast  Brass  Brush  Holder, 


F-6943 

Nickel  Plated  Cast  Brass  Brush  Holder, 


F-6944 

Nickel  Plated  Brass  Comb  Holder, 


When  ordering  or  specifying  give  Catalogue   name  and  number. 
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L.  WOLFF    MANUFACTURING   COMPANY 


WOLFF'S   BRASS   GOODS. 


Cast  Brass  Hooks  and  Match  Holders. 


F  -  6  9  4  8  —  <  CAST    BRASS) 

Nickel  Plated  Brass  Hook. 
Each,        -        -        -       -       $1.00 


F-6950 

Match    Box    Holder,     Nickel 
Plated  Brass. 


F-695  1 

Match  Holder,    Nickel  Plated  Brass. 

Each,        -        -        -        51.50 


F-6952  F-6954 

Cigar   Holder,    Nickel  Plated  Cigar    Holder,    Nickel  Plated 

Brass,  Brass. 

Each,      -----      60c  Each,      -----      70c 

When  ordering  or  specifying  give  Catalogue  name  and  number. 


L.  WOLFF  MANUFACTURING  COMPANY 


WOLFF'S   BRASS   GOODS. 


Cast  Brass   Hooks. 


F-69  56  —  (cast  brass.) 

Nickel  Plated  Brass  Hook,  each  30c 


F-6  95  8 — (cast  brass.) 

Nickel  Plated  Brass  Hook,  each  $  1 .00 


F-69  60  —  (cast  brass.) 

Nickel  Plated  Brass  Hook,  each  50c 


F-69  63  —  (cast  brass.) 

Nickel  Plated  Brass  Hook,  eachS  1 .00 


F-69  62 — (cast  brass.) 

Nickel  Plated  Brass  Hook,  each  75c 


F-69  64  —  (cast  brass.) 

Nickel  Plated  Brass,  each      -      50c 


When  ordering  or  specifying   give  Catalogue   name  and   number. 
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